SERVICE MANUAL 


September, 1984 


PX Model 


Chassis No. SCC-581A-A 


SPECIFICATIONS 


CCIR CCIR EIA 
system system | system M 
B/G and H 


Television 
system 


Color European UK PAL American 
system PAL NTSC 
Channel coverage (a total of up to 30 preselected channels) 
Band 1 VHF E2-E4 VHF A2-A6 7] 
Cable TV _— 
$1-S3 
Band 2 Cable TV - Cable TV 14-22, | 
M1—M10 98 and 99 
Band 3 VHF VHF A7-—A13 
E5-E12 _ Cable TV 23-36 
Cable TV 
U11-U20 
Band U UHF UHF UHF A14—A78 
E21-E68 ig B21-B68 | 


Trinitron tube 

Approx. 68 cm (27 inches), 
114-degree deflection 

(Approx. 64 cm picture measured 


Picture tube 


diagonally) 
Antenna 75-ohm standard coaxial socket 
Speaker Tweeter 4 cm dia. 


Woofer 12 x 6 cm 


Audio output 5 W (max.) 
Input 
Signal Connector Signal level Remarks 
VIDEO IN Phono 1V p-p PAL, 
NTSC 3.58 
AUDIO IN Phono -5 dB High impedance 


Power requirements 110-240 V AC, 50/60 Hz 
Power consumption 148 W 

12 W in standby condition 
Dimensions Approx. 659 x 628 x 493 mm (w/h/d) 
Weight Approx. 52.6 kg 
Accessories supplied 

Remote Commander RM-627 


IEC antenna connector plug 

Antenna connector (300-75 ohm 
matching transformer is built-in.) 

UHF/VHF mixer EAC-53 

Power cord plug adaptor 


Design and specifications are subject to change without 
notice. 


TRINITRON= COLOR TV 


MICROFILM 


SONY. 
ee CTV 


SERVICE MANUAL 


September, 1984 


SONY 


mM027 


SPECIFICATIONS 


Remote contro! system 
Infrared control 
Power requirements 3 V DC 
2 batteries IEC designation R6 


(size AA) 
Dimensions Approx. 54 x 20 x 150 mm (w/h/d) 
Weight Approx. 130 g including batteries 


Accessories supplied 
IEC designation R6 batteries (2 pcs.) 


Design and specifications are subject to change without 
notice. 


REMOTE COMMANDER 


ON Y. 
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SECTION 1 
GENERAL 


1-1. LOCATION OF CONTROLS 


ssi Bar display 
Indicates level of volume, picture 
contrast and color, and tuning channel location. 
EER eee ; 
suai Zs ara s On-screen display 


Indicates program number, band 
and “AV”. 


SLEEP indicator 


STANDBY indicator 
When 0 is depressed, this indicator lights up dimly. 
When the set is in the standby mode, it lights up brightly. 


Color system indicators 
PAL BeGel/NTSC 3.58 


© (power) switch 


Push the center PROGR (program) scan buttons 


of the panel 
to open. — (volume) buttons 


Remote control detector 


TV color system selector 


AV color system selector 


TV/AV mode select button 
Used for program presetting 


Used for picture and sound adjustments 


1 AERIAL connection socket 


VIDEO INPUT 


AUDIO INPUT 
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PROGRAMMING 


Automatic and manual programming are available. Automatic 
programming presets up to 30 receivable channels. 
automatically from the lowest frequency to the highest. With 
manual programming the active channels can be preset in any 
desired sequence. 


Panel opened 


MANUAL 
FINE TUNING 
buttons 


TV color system selector 


PRESET ON/OFF button AFT ON button and indicator 


RESET button TV/AV mode select button 


AUTO (automatic) programming 
button 


Preparations for programming 

®@ Depress © to turn on the power. 

@ Set to the TV mode. If “AV” lights on the screen, press 
TV/AV so that the indicator disappears. 

@ Set the TV color system selector to the appropriate position. 


Usually set the TV color system selector to the AUTO position 
except for receiving British TV standard programs, in which 
case set to PAL |. 

When the broadcast is received, the corresponding system in- 
dicator will light up. 

In case the picture of American TV standard programs is not 
clear, set the TV color system selector to NTSC 3.58. 


Automatic programming 

1 Press PRESET ON/OFF. The program indicator will blink. 

2 Press AUTO. 
All receivable channels in order are preset to the programs 
in numerical sequence from the present program. When no 
more channels can be found, the programming mode is 
automatically released and the picture of program 1 ap- 
pears on the screen. 


Manual programming 

1 Press PRESET ON/OFF. The program indicator will blink 
and the band indicator will appear. 

2 Press + or — PROGR to select the program position to be 
tuned in: + for a higher-numbered position and — for a lower- 
numbered position. 

3 Press + or —- MANUAL/FINE TUNING. 
The first channel found will appear. Every time you press + 
MANUAL/FINE TUNING a higher-numbered channel will be 
tuned in. Every time you press —, a lower-numbered channel 
will be tuned in. Repeat pressing until the desired channel 
is found. ; 
Repeat steps 2 and 3 for all desired channels. 

4 Press PRESET ON/OFF. 


On-screen display while tuning 

The band in which the channel being tuned in will be under- 
lined, and a bar will appear to show the approximate location 
of the channel being tuned within the band. 


“4” for VHF low 
frequency band 


“2” for VHF middle 
frequency band 


“3” for VHF high 
frequency band 


“UY” for UHF band 


for a lower-frequency channel 


for a higher-frequency channel 


Fine-tuning of a weak station 

If the picture of a particular channel is not acceptable, make 
sure PRESET is set to OFF (the band indicator does not light 
on the screen) and keep + or - MANUAL/FINE TUNING press- 
ed until the picture becomes clearer. When either 
MANUAL/FINE TUNING is pressed, the automatic fine tuning 
on the selected channel is deactivated and the AFT ON in- 
dicator turns off. To view this particular channel, keep the 
automatic fine tuning deactivated. (Do not press the AFT but- 
ton.) When other channels are selected, the automatic fine 
tuning activates automatically. 


Skipping unused program positions 

1 Press PRESET ON/OFF when the program indicator shows 
an unused position. The program indicator will blink. 

2 Press RESET. 

3 Press PRESET ON/OFF. 


Then when you press +/— PROGR, the unused position will be 
skipped. 


1-3. OPERATION 
On the TV 


Standby indicator 


TV color 
system selector 


Remote control 
detector 


SLEEP indicator 


Numbers in the illustration show the sequence of operation. 


1 Depress © to turn on the TV. 

2 Check that the TV color system seletor is set to the ap- 
propriate position. See “Preparations for programming”. 

3 Pointing the head of the Commander towards the remote 
control detector on the set, select the TV program position 
in either of two ways: 

® Press numerals. 

For 0 through 9, press the corresponding ones-digit 
numbers. 

For 10 through 19, press ‘‘1—’’ for the tens-digit numbers 
and then the numbers for the ones-digit. 

For 20 through 29, press ‘‘2—" and then the numbers for the 
ones-digit. 


Note 

If you do not press a ones-digit button within several 
seconds while selecting more than ten, the previous pro- 
gram position will be recalled. 


@ Press + or — PROGR. 


PICTURE ADJUSTMENTS 


Front panel opened 
O: (bright) control 


SHARPNESS 
control 


QO (picture) buttons 


@ (color) buttons 


} (vertical) 


hold control HUE control 


& (tone) control 


Press @: + to increase contrast with vivid color or — to 
decrease contrast with soft color. 

Press @: + for more color intensity or — for less color intensi- 
ty. 

Turn ; to the right for more brightness or to the left for less 
brightness. 

Turn SHARPNESS to the right for more sharpness or to the left 
for less sharpness. 
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Remote Commander 


4 Adjust the volume by pressing + or — <1: + for louder sound 
and — for lower sound. 


To put the TV in the standby mode, press (). The standby in- 
dicator on the TV will light up. When the TV is in the standby 
mode, you can turn on the TV by pressing any of program 
number buttons or ON button. 


To turn off the TV completely, press © on the TV. The TV can- 
not be operated with the Commander. 


To have the TV in the standby mode automatically after one 
hour, press SLEEP. The SLEEP indicator on the TV will remain 
lit for one hour. To release the function, press this button 
again. 


The TV will automatically enter the standby mode within about 
10 minutes after when the broadcast on the channel being 
watched finishes for the day. 


To mute the sound immediately, press n . Press it again to 
restore the sound. 


Turn @) to stabilize the picture if it rolls vertically. 


The HUE adjustment for obtaining the most natural skin tones 
is only operative in the NTSC 3.58 system. Turning HUE to the 
right makes the tones greenish and turning it to the left makes 
them purplish. 


For everyday change of the picture contrast and color intensi- 
ty, use @ and @ on the Commander. 

To return the picture contrast and color intensity to the factory 
setting, press >-< on the Commander. 


Sound quality 
Turn § to the right for more treble or to the left for less treble. 


—J— 
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1-4. VIDEO AND AUDIO INPUTS USAGE 


Before making connection 

® The power cord should be connected last of all. 

® Make connections firmly. A loose connection may cause a 
distorted picture. 

@ Arrow direction shows a signal flow. 

® Keep the VTR away from the TV, if the display or sound is af- 
fected. 


Connecting a VTR to VIDEO/AUDIO inputs 

@ Be sure that the TV’s TV/AV mode select button or Com- 
mander’s AV button is pressed so that the “AV” indicator 
appears on the screen. 

® Set the AV color system selector to the appropriate posi- 
tion: Set to the up position for the connected VTR is based 
on the PAL. 
Set the down position for the VTR based on the NTSC 3.58. 


Antenna 


IEC antenna 
connector plug 
(supplied) 


AUDIO INPUT 
\| 


to 17 AERIAL 


to wall outlet 


{ 


VTR to VIDEO 


to AUDIO output 


to wall outlet 
Connecting a VTR with an RF output terminal 
Connect the antenna to the VTR instead of the TV and connect 


the RF output terminal of the VTR to 1r AERIAL on the TV. 
Be sure that the AV” indicator disappears from the screen. 


Antenna 
VTR 
Lie ass 
[ memes) 


RF output 
terminal 


to iF AERIAL 


When the TV is connected to the VTR’s RF output 
Preset one of the program positions of the TV to the output 
signal of the recorder as follows. 


1 Turn on the TV and the recorder. 

2 Be sure that the TV color system selector of the TV is set to 
AUTO or to the position which corresponds to the system 
whose signal is to be played back. 

3 Set the TEST SIGNAL switch to ON, if your recorder is 
equipped with such a switch, or apply the output signal of 
the recorder to the TV by putting the recorder into the 
playback mode. 

4 Select the program position to be preset for the recorder 
with the PROGR buttons. 

5 Press either of MANUAL/FINE TUNING. When the recorder 
output signal is found and memorized, the playback picture 
of the recorder will appear on the screen. 


The selected system indicator will light up. If you play back a 
tape recorded on the British PAL system, set the TV’s TV color 
system selector to the up position to PAL I. 

If you play back a tape recorded on the NTSC 3.58 color 
system, set the selector to the AUTO position. In case the pic- 
ture is not clear, set the selector in the down position to NTSC 
3.58. 


Connecting a video camera and a microphone 

The AUDIO INPUT will not be activated unless the VIDEO IN- 

PUT is used. Connect a video camera or camera control unit to 

the VIDEO INPUT. And then connect a microphone amplifier 

connected a microphone to the AUDIO INPUT. 

® Be sure that the TV’s TV/AV mode select button or Com- 
mander’s AV button is pressed so that the “AV” indicator 
appears on the screen. 

® Set the AV color system selector to the appropriate posi- 
tion: Set to the up position for the connected camera is 
based on PAL. 
Set in the down position for the camera based on NTSC 
3.58. 


Microphone 


sng Microphone 
amplifier 


eo 
SP 


Camera control unit Video camera 


SECTION 2 
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DISASSEMBLY 


2-1. BACK COVER REMOVAL Note: Fo/low the disassembly precadure 


in the numerical order given. 


(1) five special screws 


Vv 
Vy 

\ 
\ 


\ 
\ 
\\ 
\ 
R\ \ 


\\ 
\\ 
\\ 


\\ 
W 


NY 


back cover 


2-2. CHASSIS ASSY REMOVAL 


@) three special screws 
| Q SM Cheat 
| NO 
| O e 
KO uw 
Peo 
x Nf 
Ss SHINN 
Se SS 


toes 


Pull two claws to the direction (4) chasisss ass’y 
shown by the arrow. 


Wa 


2-3. BEZEL ASSY REMOVAL 


eight special screws 


four special screws 


2-4. PICTURE TUBE REMOVAL 


@) anode cap 
anode cap remover 
(3-702-436-01) 


Be sure to short-circuit the anode 
of picture tube and the anode cap 
to ground after removing the 
anode cap. 


6) two flange nuts 


Catch by hand for 
picture tube fall. 


6) two flange nuts 


2-5, POWER BLOCK REMOVAL 
(1) 


@) one connector 


a one screw (TA, BV3 x 12) 
Ss 


q) 
ey ae 
Bee <e ar 
JP 
A : 
ey . 
e> © << 
: CO > ss 
BC ~~ > 
a si ie 
( 


\ 


VX 
Y/ 
Vi 
C 

) 
¢ 
4, %, 
%, i 
% 

@ ¢ 

a) 


C c 
i 


/X$ 
BDOc 
AIO 
220 coin 5 
OOD 
ce 
Cc 
re 
So) 
a 
D 


two screws Oo iG 
(TA, BV3 x 12) ale > 


(6) power block 


(2) 


one screw (PSW3 x 8) 


upper case 


Q) two screws 
(TA, BV3 x 8) 


(2) F board 


one screw 
(TA, BV3 x 8) 


two screws 
ss) (TA, BV3 x 8) 


6) two screws 


| C 
C 
two screws Ce 
(TA, BV3 x 8) (PS3 x 6) | Core (11) P.C.B holder 
| cl 
3) one screw 
(TA, BV3 x 8) 
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(2) three, connectors 


(4) one screw (TA, BV3 x 12) 
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If blue dot does not coincide with red and green (2) Dynamic Convergence 

dots, perform following steps. [Misconvergence at Both Sides of Screen.] 
Move BMC magnet (a) to correct insufficient 1. Set RV553 and RV552 to mechanical center. 
H. static convergence. 
Rotate BMC magnet (b) to correct insufficient 
V. static convergence. 


3-1-2. CONVERGENCE 


Preparation: 


@ Before starting, perform FOCUS, H. SIZE, V. SIZE 
and V. LIN adjustments. 


2. Adjust H.STAT control so that green and blue 
dots coincide at center of screen. 


Adjust RV552 so that X1 is equal to X3. 
4. Adjust RV553 so that X2 is equal to X3. 


e Set BRIGHTNESS control to fully counterclock wise. 
In either case, repeat Beam Landing Adjustment. & 
@ Feed in the dot pattern. 1 
Purity 
V. STAT magnet 5. Repeat above Steps 1 through 4 two or three 


times. 


(1) Horizontal and Vertical Static Convergence 
BMC magnet 


Center dot 


(A) 


(B) 


[Top and Bottom Misconvergence] 


V. STAT Magnet 


3-1-4. FOCUS 


Adjust FOCUS control for a best picture. 


(A) 


RV553 H. AMP. 
RV552 H. TILT. 
RV551 Y-BOW 


(3) Affix a permalloy ass’y 
corresponding to the 
misconverged areas. 


RV703 (G. ORIVE) 


ees | oe RV704 (B. DRIVE) 


RV701 (SCRN) 


4. Turn RV701 (SCRN) slowly to obtain a faintly 
visible cross-hatch. Note the color that first 
becomes visible by turning RV701. Do not turna 
BKG control for this color. 


3-1-3. WHITE BALANCE | 


Feed in the cross-hatch pattern. 


1. Press-PICTURE button to obtain a minimum 


picture position and set BRIGHT control to fully 5. Adjust the other two BKG controls for best white 
Permalloy assembly (Part No. X-4309-608-0). 


counterclockwise. 


. Turn RV703 (G. DRIVE) and RV704 (B. DRIVE) 


fully clockwise. 


. Set RV307 (R. BKG), RV306 (G. BKG), and 


RV701 (B.BKG) to mechanical center. 


balance (neutral gray) of the faint cross-hatch. 


. Turn BRIGHT control fully clockwise and 


press PICTURE + button to obtain a maximum 
contrast picture. Observe the screen and adjust 
the DRIVE controls for best white balance. 


. Repeat Steps 1 through 6 several times. 


3-2, SAFETY RELATED ADJUSTMENTS 


Note: 


3-2-1. 


(1) 


TEST EQUIPMENT REQUIRED 


(5) 
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CIRCUIT ADJUSTMENT 


1. 


Oscilloscope 


2. Voltmeter (VOM) or Digital multimeter 
3. Color-bar/pattern generator 
4. Frequency counter 


(2) INPUT SIGNAL 
When making these adjustments, supply a 
cross-hatch, a color-bar, or an off-air signal. 


(3) CONTROL SETTINGS 
Control and switch should be set as follows 
when making checks and adjustments unless 
otherwise noted. 
@ PICTURE at 
COLOR control 
OQ BRIGHT control ..... mechanical center 
AFT switch ........ ON 


(4) These adjustment should be performed with 
rated power supply voltage, unless otherwise 
noted. 


Set for best picture. 


F1 BOARD ADJUSTMENT 


+B MAX (04 R671) 
ADJ 


F1 Board 


digital multimeter (A) 


ABOD 


| 


isolation 
transformer 


variable 
auto transformer 


ac input 


Circuit 
board 


+B MAX (b4 R671) ADJ Fl 
OVP ADJ 


HOLD DOWN (b4 R834) ADJ D 


Adjustment 


+B MAX (b4 R671) ADJ. 


When replacing the following components, make this 
adjustment. 
R662, R669, R670, R671, RV651, 1C657. 
7. Feed in a dots pattern signal from color-bar/pattern 
generator. 


2. Set the controls as shown below. 
PICTURE control Bie ite 
BRIGHT control | 

. Readjust the variable autotransformer for 264 V ac on 


the digital multimeter (A). 


Turn RV6571 so that the voltage of digital multimeter (B) 
is maximum. 


Confirm that the voltage reading on the digital multimeter 
(B) is less than 137.0 V de. 


. If the step 5 is not satisfied, select the value of R677 so 
that the specification is met. 


‘digital multimeter (B) 


3-2-2. HOLD DOWN ADJUSTMENT 


HOLD DOWN (64 R834) ADJ 


When replacing the following components, make this 
adjustment. 
R831, R832, R834, R835, R836, R837, R838, R839 
R805, R807, R842, R841, R855, R856 
D831, D832 
Q831, 0832, Q833, Q834,1C501 
* Unsolder pin of T802 and connect a current meter as 
show in Figure 7. 


1. Check for voltage protector operation during. | 

(IABL = 20050 pA) 

1). Receive a dot signal from a color-bar/pattern gener- 
ator. 

2). Set the controls as shown below. 
Q@ PICTURE control ...... 
SOBRIGHT control....... 

3). Check that the voltage protector operate when 16.30 
+0.05 Vdc is applied to the HV detection pin (TP85) 
from a regulated-dc power supply (A). 


digital multimeter 


regulated-dc power 
supply (A) 


‘Ns 083! 


minimum 


2. Check for-the operation point of voltage protector at 
high light (ABL current = 1.33 +0.05 mA.) 
1). Feed in an all-white signal and adjust ABL current to 
7.33 +£0.05 mA with PICTURE and BRIGHT controls. 
2). Check that the voltage protector operate when 15.25 
+0.05 V de is applied to the HV detection pin (TP-85) 
from a regulated-dc power supply (A). 
3). Confirm that the voltage on the HV detection pin 
(TP-85) is 11-16 V de with normal condition. 
3. CHECK AFTER HVR REPLACEMENT. 
1) After replacing HVR, confirm that the voltage on the 
HV detection pin (TP-85) is 11-16Vdc with normal 
condition. 


regulated-dc 
power supply (A) 


4 R834 


HOLD : 
DOWN 


D Board 
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1. Tune in an off-air signal. 


2. Adjust RV201 so that snow-noise and cross-modulation 
just disappear from the picture. 


7. Turn in a strong off-air signal. 


2~.CGOLOR Control - 08 vedas set for best picture. 
3. Set the PICTURE and BRIGHT controls for the suitable 
picture. 


4. Adjust RV305 for suitable color intensity. 


5. Confirm the color intensity does not change on other 
channels. 
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3-3-3. D BOARD ADJUSTMENTS 


S CORRECT 


Adjust RV558 to make vertical lines straight as shown. 


(UN math 


Adjust L502 to make horizontal lines straight as shown. 


A aa wae aa 
Se ee ee ge 


Adjust RV557 for best picture. 


Adjust RV556 to make vertical lines straight as shown. 


H\\\ Ni 


RV558 


ee 
RV555 

ong | PIN. AMP 
RV552 

éh 


Adjust RV555 to make vertical lines straight as shown. 
RV553 woe 
Winey H. LH AMP | L502 
ds fy 20m] V+ PIN 


mI 


V-CENT V- SIZE V - LINE RV504 Ar 


V+ LINE 
Adjust RV502, RV503 and RV504 for a best vertical size 
picture. RV503 


D Board 


: 


RV571 


V+ ANGLE 


RV502 
rf 


V - ANGLE 


Adjust RV571 to make vertical lines straight as shown. 
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Adjust RV807 to center the picture. 


D Board 


frequency counter 


7. Recieve PAL color-bar/pattern generator. 


2. Make the D-3 connector VIDEO @ open. 


3. Adjust RV501 for 15.625 +50Hz on the frequency 
counter. 
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SECTION 4 


DIAGRAMS 


CIRCUIT BOARDS LOCATION 


4-1, 


4-2. BLOCK DIAGRAM 
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9V REG 12V REG 
+12V 0291 +9V +14V Ic35! +2V 


ANTENNA 
TERMINAL 


SYSTEM SW 
0244 


VIDEO AMP 
© 


SHARPNESS 
o——frerrr | 


el) 


@) PICTURE], [BRIGHTNESS 
PTL I contro} contro ® 


SHARPNESS AMP 
Q410,414 


VIDEO AWP VIDEO BUFF! 
Q4ill Q4i2 

Y AMP 

Q1303 


! 
a 
BAND PASS SW 
Q362 


Y ORIVE 
Q307 


CHROMA DRIVE 
Q303 


] 


® SHIFT 
Q364 


O (po [vinzo Awe 
VIDEO AMPLgIVIDEO SW LA IVIDEO BUFF Le 7pest™ 0209-212 
Q1003 01004 Qi005 é 
S) 
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iT BUFFER PEDESTAL 
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4-3. SCHEMATIC DIAGRAM | bee 
A 


. 5,5Vp-plH) 5.5Vp-p(H) 
ane — SS ae {1-5} ~<1- 5} ies 8- 14)—— 
. JAleaanttere aie in gle Unless einem e RIT BPTDUE t ee ee rs — — 
50 WV or less are not indicated except for electrolytics. o it r tes) Sy 
. . . AWA 
e All resistors are in ohms, ¥/, W unless otherwise noted. $006 R02? L001 4.7HH 
$009 $010 FINE TUNING $007 10k peer 
k: 1000 2,M: 1000 kQ AUTO] + PRESET. 0.I6Vp-ptH) Fav] 
, Q003 
e fn : nonflammable resistor. \ ace ial ia a 2sco785 
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NO 


TES 

Items with no part number and no des- 
cription are not stocked because they 
are seldom required for routine service. 


- Items marked " * " are not stocked since 


they are seldom required for routine 
service. Some delay should be antici- 
pated when ordering these items. 


5-1. BACK COVER 
®: TA, BV3 x 12 7-685-648-71 
4: TA, BV4 x 12 7-685-661-14 


SECTION 5 
EXPLODED VIEWS 


* The construction parts of an assembled 


part are indicated with a collation 
number in the remark column. 


No. Part No. Description Remark | No. Part No. 

1 4-303-774-XX SPRING 11 * 4-371-661-01 
2 A.1-426-025-12 COIL DE GAUSS 12. *4-309-624-00 
3 A.1-215-066-21 RES ASSY, HIGH-VOLTA CE 13 A.4-327-107-01 
4 A.1-230-212-11 RESISTOR ASSY, HIGH-VOLTAG 14 A.1-551-427-21 
5 4-304-511-00 NUT, FLANGE 15 4-319-520-00 
6 *4-371-629-01 STOPPER, WIRE 16 4-308-870-00 
7 *A-1345-482-A D BOARD, COMPLETE 17 X~4308-815-0 
8 A. 1-439-289-31 TRANSFORMER ASSY, FLYBACK 18 1-452 -032-00 
e) X-4371-608-3 COVER ASSY, BACK 19 1-452-094-00 
10 3-701-910-00 SCREW, SPECIAL (DIA. 3.8X20) 


TA, BV3 x 10 
| | 7-685-647-71 


The components identified 
by shading and mark A\ are 
critical for safety. 
Replace only with part 
number specified. 


_ STA, BV4x 16 
7-685-663-71 


Description Remark 
LABEL, MODEL NUMBER 

TERMINAL, EARTH 

HOLDER, CORD 

CORD, POWER, EULO PLUG 

SCREW, SPECIAL (+PW4X30) 

CLIP, LEAD WIRE 

PERMALLOY ASSY, CONVERGENCE 

MAGNET, DISK; 10MM 6 
MAGNET, ROTATABLE DISK; 15MM 4 


STA, BV4x 16 
7-685-663-71 


5-2. PICTURE TUBE 


58 
59 


Part No. 


4-371-620-01 
X-3701-084-0 
4-371 -623-01 
4-371-622-01 
X-4371-607-1 
4-336-815-00 
4-330-305-00 


A. 8-738-405-05 


3-703-003-00 


Description 


GLASS, FILTER 

EMBLEM (LARGE) ASSY, SONY 

STOPPER (LEFT), FILTER 

STOPPER (RIGHT), FILTER 

BEZEL ASSY 56 
STOPPER, FILTER 

NUT, SPECIAL 

CRT (6800822) 

SPACER, DY 


Remark No, 


Part No. 


60 A.1-451-156-51 


61 
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1-452-146-21 


A. 1-452-236-11 


* A-1330-572-A 
X-4371-610-1 
X-3701-047-1 
3-701-910-00 
4-319-520-00 
4-371-635-01 


KV-2782AEB 
RM-627 


TA, BV4 x 16 
7-685-663-71 


Description Remark 
DEFLECTION YOKE (SY-105) 
MAGNET, BMC 

CRT NECK ASSY (1) 

C BOARD, COMPLETE 

CABINET ASSY 

FOOT ASSY 

SCREW, SPECIAL (DIA. 3.8X20) 
SCREW, SPECIAL (+PW4X30) 
HANDLE 


65,66,67,68 


The components identified 
by shading and mark A\ are 
critical for safety. 
Replace only with part 
number specified. 


KV- 


RM-6 


2782AEB 
27 


5-3. CONTROL PANEL ASSY 


e: TA, BV3 x 12 
4: TA, BV4 x 12 


7-685-648-71 
7-685-661-14 


No Part No. Description Remark 

101 X-4371-613-1 DOOR ASSY 

103 X-4371-614-1. PANEL ASSY, CONTROL 104,105 
106,107,108 

104 +* 4-371-504-01 TUBE, OPTICAL 

105 4-371-615-01 PUSH BUTTON (A) 

106 4-371-616-01 PUSH BUTTON (B) 

107. *4-371-665-01 PLATE (A), TRANSPARENT 

108 4-365-220-00 STOPPER, BUTTON 


The components identified 
by shading and mark A are 
critical for safety. 
Replace only with part 
number specified. 


No. 


109 
110 
1 
112 
113 
114 
115 


Part No. 


3-703-035-11 
4-352 -034-00 
1-503-357-11 
4-812-134-11 
1-503-334-11 
4-371-628-01 
4-371-617-01 


116 A.1-553-225-12 
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Description 


SHAFT, LID 

CATCHER, PUSH 

SPEAKER, CERAMIC TWEETER 
RIVET NYLON, 3.5 

SPEAKER 

BUTTON 

BUTTON, POWER 

SWITCH, PUSH 


Remark 


5-4. CHASSIS 


®: TA, BV3 x 12 
a: TA, BV3x 8 


Part No. 


* 4-337-419-00 
*1-612-280-11 
* A-1306-320-A 

A. 1-413-181-21 

A. 1-536-877-11 


7-685-648-71 
7-685-646-71 


Description 


INSULATOR (LARGE), SLIDE SWITCH 
M1 BOARD 

M2 BOARD, COMPLETE 

SWITCHING REGULATOR (TK-08) 
TERMINAL BOARD ASSY, ANTENNA 


Remark | No. 
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Part No. 


A 1-463-421-00 
*A-1295-913-A 
*4-342-117-00 
*1-611-717-11 
*4-342-118-00 
*4-333-624-00 

Ay 1-205-675-11 

4-316-003-00 


KV-2782AEB 
RM-627 


Description Remark 


TUNER (BT-883) 

A BOARD, COMPLETE 

CASE, SHIELD (MAIN), R 

N BOARD 

LID, SHIELD CASE, R 

FILM (N), SPECIAL 

RES, CEMENT WIREWOUND 1 
HOLDER, CORD 


The components identified 
by shading and mark A\ are 
critical for safety. 
Replace only with part 
number specified. 


KV-2782AEB 
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N'A 


NOTE: 


The components 
shading and mark A are critical 
for safety. Replace only with 


part number specified. 


* All variable and adjustable resistors 
have characteristic curve B, unless D 


otherwise noted. 


Ref.No. Part No. 


Cl 
C2 
C3 
c4 


D1 


Icl 


Rl 
R2 
R3 
R4 


EK IK IK IK I IK KI KIO IR IK IK KK KKK KK IKI KEK KKK KKK KEK IK KKK KEK KKK ERE 


Al 
A2 
A3 
A4 
AS 


A6 
A7 
A8 
Ag 
Alo 


All 
Al2 
A13 
AlS 
Al6 


Al7 
Al8& 


*1-611-717-11 


*4-333-62 4-00 
*4-342-117-00 
*4-342-118-00 


identified by 


ELECTRICAL PARTS LIST 


* Items marked 
since 


CAPACITORS 
MF : pF, PF 
Description 
N BOARD 
KRKKKKK 
FILM (N), SPECIAL 


CASE, SHIELD (MAIN), R 
LID, SHIELD CASE, R 


CAPACITOR 
1-123-611-00 ELECT IMF 20% 
1-123-613-00 ELECT 3. MF 20% 
1-102-820-00 CERAMIC 330PF 5% 
1-123-821-00 ELECT 47ME 20% 
DIODE 
8-719-110-32 DIODE PH3028 
ie 
8-752-010-60 IC CX20106 
RESISTOR 
1-247-799-00 CARBON 47 5% 1 /6W 
1-247-775-00 CARBON 4.7 5%  1/6W 
1-214-784-00 METAL 200K 1% 1/4W 
1-247-863-00 CARBON 22k 5% 1 /6W 


*A-1295-913-A 


*4-367-326-00 
*4-367-327-00 
*4-367-330-00 


A BOARD, COMPLETE 


KRKKKKKKKKRKEKEAKE 


CASE, SHIELD (MAIN) 
CASE (BOTTOM LID), SHIELD 
CASE (UPPER LID), SHIELD 


CONNECTOR 


*1-508-767-00 
*1-560-126-00 
*1 -508-765-00 
*1-560-126-00 
*1-560-126-00 


*1-508-765-00 
*1-560-290-00 
*1-560-125-00 
*1-560-126-00 
*1-560-124-00 


*1-560-290-00 
*1-560-127-00 
*1-560-290-00 
*1-508-767-00 
*1-508-768-00 


*1-560-123-00 
*] -560-290-00 


5P PLUG 

PLUG, CONNECTOR 
3P PLUG (M) 
PLUG, CONNECTOR 
PLUG, CONNECTOR 


(2.5MM) 6P 


(2.5MM) 6P 
(2.5MM) 6P 


3P PLUG (M) 

PLUG, CONNECTOR (2.5MM PITCH) 
PLUG, CONNECTOR (2.5MM) 5 

PLUG, CONNECTOR (2.5MM) 5 
PLUG, CONNECTOR (2.5MM) 4 

PLUG, CONNECTOR (2. 
PLUG, CONNECTOR (2. 
PLUG, CONNECTOR (2. 
5P PLUG 

6P PLUG 


SMM PLTCH) 
5MM) 7P 
5MM PITCH) 


PLUG, CONNECTOR (2. 
PLUG, CONNECTOR (2. 


SMM) 3P 
SMM PITCH) 


SECTION 6 


nome 


they are seldom 
routine service. Some delay should be 
anticipated when ordering these items. 


> pF 


50V 
50V 
50V 
16V 


RESISTORS 
* All resistors are in ohms * MMH : 
* F : nonflammable 
Remark So Part No. Description 

| CAPACITOR 
C101 1-106-216-00 MYLAR 
C102. =1-106-220-00 MYLAR 
C103. =1-102-963-00 CERAMIC 
C104 =1-123-318-00 ELECT 

| C105 1-123-330-00 ELECT 
C106 = =©1-123-356-00 ELECT 
C107. =1-106-220-00 MYLAR 
C108 1-123-356-00 ELECT 
C109 =1-102-125-00 CERAMIC 
C110 =-:1-123-324-00 ELECT 
Clll  1-108-849-00 MYLAR 
C203 1-102-125-00 CERAMIC 
C204 1-102-107-00 CERAMIC 
C205 1-102-125-00 CERAMIC 
C206 1-102-125-00 CERAMIC 
C207 1-102-852-00 CERAMIC 
C208 1-102-510-00 CERAMIC 
C209 = 1-102-125-00 CERAMIC 
C210 1-101-969-G0 CERAMIC 
C211 i-123-021-00 ELECT 
C212 1-108-587-00 MYLAR 
C213 = 1-101~969-00 CERAMIC 
C214 =1-101-969-00 CERAMIC 
C215 1-101-969-00 CERAMIC 
C216 = 1-123-369-00 ELECT 
C218 1-101-576-00 CERAMIC 
C219 = =1-102-125-00 CERAMIC 
C220 1-161-059-00 CERAMIC 
C221 1-102-836-00 CERAMIC 
C222 = 1-161-059-00 CERAMIC 
C223. 1-161-059-00 CERAMIC 
C224 8 1-123-382-00 ELECT 
C225 = 1-123-382-00 ELECT 
C226 =. 1-123-382-00 ELECT 
C229 = =1-161-059-00 CERAMIC 
C231 =: 1-123-379-00 ELECT 
C232 1-161-051-00 CERAMIC 
C233. =1-102~525-00 CERAMIC 
C234 1-102-125-00 CERAMIC 
C235 =1-123-318-00 ELECT 
C236 =©1-161-059-00 CERAMIC 
C241 1-102-836-00 CERAMIC 
C243 = 1-161-059-G0 CERAMIC 
C249 =: 1-123-333-00 ELECT 
C250 1-123-381-00 ELECT 
c251 1-123-332-00 ELECT 
C252 =: 1-123-332-00 ELECT 
C253: 1-123-333-00 ELECT 

| C254 =1-123-356-00 ELECT 
C255 =1-123-356-00 ELECT 
C261 1-102-114-00 CERAMIC 


are not 


—46— 


stocked 
required for 


ence 


number, 
the board name. 


When indicating parts 


please 


COILS 
mH, UH : 


0. O68MF 
0. IMF 
33PF 
33MF 
22MF 


1OMF 

0. IMF 
10MF 

0. 0047MF 
1OOOMF 


0. IMF 
0.004 7MF 
120PF 
0. 0047MF 
0. 0047MF 


47PF 
12PF 

0. 0047MF 
SPF 

0. 47MF 


0. 022MF 
5PF 

SPF 

SPF 

4. MF 


1. SPF 

0. 0047MF 
0. 047MF 

470PF 

0. O47MF 


0. 047MF 
3. 3MF 
3. 3MF 
3. 3MF 
0. O47MF 


0. 47MF 
0. O1MF 
68PF 

0. 0047MF 
33MF 


0. O47MF 
470PF 
0. 047MF 
LOOMF 
2. 2MF 


47MF 
47MF 
1OOMF 
LOMF 
LOMF 


470PF 


by refer- 
include 


pH 


10% 
10% 
5% 

20% 
20% 


20% 
10% 
20% 
10% 
20% 


10% 
10% 
10% 
10% 
10% 


5% 
5% 
10% 
Q. SPF 
30% 


10% 
0. SPF 
O. SPF 
0. SPF 
20% 


0. 25PF 
10% 
10% 
10% 
10% 


10% 
20% 
20% 
20% 
10% 


20% 
10% 
5% 

10% 
20% 


10% 
10% 
10% 
20% 
20% 


20% 
20% 
20% 
20% 
20% 


10% 


Remark 


100V 
100V 
50V 
16V 
16V 


16V 
100V 
16V 
50V 
16V 


SOV 
50V 
50V 
50V 
SOV 


50V 
50V 
50V 
50V 
50V 


50V 
50V 
SOV 
SOV 
25V 


SOV 
50V 
25V 
50V 
25V 


25v 
SOV 
50V 
SOV 
25v 


50V 
SOV 
50V 
50V 
16V 


25V 
50V 
25v 
16V 
SOV 


25V 
16V 
16V 
16V 
16V 


50V 


KV-2782AEB | 
RM-627 


- Part No. Description 
1-123-380-00 ELECT IMF 20% 
1-102-525-00 CERAMIC 68PF 5% 
1-102-523-00 CERAMIC 56PF 5% 
1-101-004-00 CERAMIC 0. OLMF 
1-102-510-00 CERAMIC 12PF 5% 
1-123-330-00 ELECT 22MF 20% 
1-123-382-00 ELECT 3. 3MF 20% 
1-123-332-00 ELECT 47MF 20% 
1-102-525-00 CERAMIC 68PF 5% 
1-102-510-00 CERAMIC 12PF 5% 
1-102-852-00 CERAMIC 47PF 5% 
1-123-335-00 ELECT 330MF 20% 
1-102-514-00 CERAMIC 22PF 5% 
1-123-381-00 ELECT 2. 2MF 20% 
1-161-059-00 CERAMIC 0.047MF 10% 
1-161-059-00 CERAMIC 0.047MF 10% 
1-161-059-00 CERAMIC 0.047MF 10% 
1-102-859-00 CERAMIC 75PF 5% 
1-102-859-00 CERAMIC 75PF 5% 
1-102-859-00 CERAMIC 75PF 5% 
1-161-059-00 CERAMIC 0.047MF 10% 
1-123-343-00 ELECT 33MF 20% 
1-102-513-00 CERAMIC 18PF 5% 

FILTER 
1-567-099-00 FILTER, CERAMIC 
1-404-134-00 TRAP, CERAMIC (5. 5MHZ) 
1-404-473-00 DISCRIMINATOR, CERAMIC 
1-527-943-00 FILTER, CERAMIC 
1-409-332-00 CERAMIC TRAP (4. 5MHZ) 
1-404-469-00 DISCRIMINATOR, CERAMIC 4. 5MHZ 
1-527-262-00 CERAMIC FILTER (6.0MHZ) 
1-409-333-00 TRAP, CERAMIC (6.0MHZ) 
1-404-490-00 DISCRIMINATOR, CERAMIC (6. OMHZ) 
1-409-338-00 TRAP, CERAMIC (4.328MHZ) 
1-409-344-00 CERAMIC TRAP 3.58MHZ 
DIODE 

8-719-101-58 DIODE RDS.6E-L2 
8-719-911-19 DIODE 1SS119 
8-719-911-19 DIODE 188119 
8-719-911-19 DIODE 188119 
8-719-911-19 DIODE 188119 
8-719-911-19 DIODE 185119 
8-719-911-19 OIODE 185119 
8-719-911-19 DIODE 185119 
8-719-911-19 DIODE 1$S119 
8-719-911-55 DIODE U05G 
8-719-200-02 DIODE 10E2 
8-719-911-19 DIODE 188119 
8-719-911-19 DIODE 185119 
8-719-911-19 DIODE 1SS119 


Remark 


SOV 
50V 
50V 
50V 
SOV 


25V 
50V 
25V 
SOV 
50V 


S0V 
25V 
5OV 
50V 
25V 


25V 
25V 


SOV 
50V 


50V 
25V 
35V 
50V 


Ref.No. 


0412 
0414 
0415 
01300 
01301 


01302 
D1305 
01306 
D1307 
01308 
D1313 


DL301 
DL302 


1¢101 
{c201 
1¢202 
1¢205 
10206 


1¢301 
1¢302 
1C351 
1¢400 
1c410 


1¢420 
10430 
1c440 
1¢450 


L202 
L203 
L214 
L216 
L221 


L223 
L225 
L241 
L243 
L245 


L261 
L263 
L265 
L300 
L318 


L326 
L336 
L369 
L382 
L384 


L397 
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Part No. 


8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-022-21 


8-719-022-21 
8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-101-38 
8-719-911-19 


Description 


DIODE 
DIODE 
DIODE 
DIODE 
DIODE 


DIODE 
DIODE 
DIODE 
DIODE 
DIODE 
DIODE 


1S$119 
1$S119 
1SS119 
1ss119 
1T22A 


1T22A 
1ss119 
1SS119 
1SS119 
RD3. 6E-L1 
1$$119 


DELAY LINE 


1-415-101-00 
1-415-122-31 


i 
8-759-800-12 
8-752-001-51 
8-759-240-66 
8-752-006-10 
8-752-006-10 


8-751-080-00 
8-751 -090-10 
8-759-700-06 
8-759-240-25 
8-759-240-66 


8-759-240-66 
8-759-340-53 
8-759-240-69 
8-759-201-99 


DELAY 


LINE 


DELAY LINE, 1H (PAL) 


Ic LA7920 
IC CX20015A 
IC TC4066BP 
IC CX20061 
IC CX20061 


IC Cx108 
IC CX109 
IC NJM78128 
IC 1040258 P 
IC TC4066BP 


IC TC4066BP 
IC HD14053BP 
IC TC4069UBP 
IC TA7268P 


COIL 


1-408-591-00 
1-408-612-00 
1-409 -372 -00 
1-409-372 -00 
1-408-594-00 


1-408-607-00 
1-408-604-00 
1-408-596-00 
1-408-608-00 
1-408-605-00 


1-408-399-00 
1-408-607-00 
1-408-410-00 
1-408-602-00 
1-408-609-00 


1-408-408-00 
1-407-506-00 
1-408-607-00 
1-408-612-00 
1-408-611-00 


1-408-613-00 


MICRO 
MICRO 
COIL, 
COIL, 
MICRO 


MICRO 
MICRO 
MICRO 
MICRO 
MICRO 


MICRO 
MICRO 
MICRO 
MICRO 
MICRO 


MICRO 
MICRO 
MICRO 
MICRO 
MICRO 


MICRO 


INDUCTOR 
INDUCTOR 
TRAP 
TRAP 
INDUCTOR 


INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 


INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 


INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 
INDUCTOR 


INDUCTOR 


1UH 
56UH 


1. 8UH 


22UH 
12UH 
2. 7UH 
27UH 
15UH 


1. 5UH 
22UH 
12UH 
8. 2UH 
33UH 


8. 2UH 
15MMH 
22UH 
56UH 
47UH 


68UH 


Remark 


| KV-2782AEB 
RM-627 


Al 


RefNo. Part No. Description Remark |Ref.No. Part No. Description Remark 

L1001L 1-408-603-00 MICRO INDUCTOR 10UH Q364 8-729-245-83 TRANSISTOR 2802458 

L1002 1-408-610-00 MICRO INDUCTOR 39UH Q365 8-729-245-83 TRANSISTOR 2SC2458 

L1005 1-408-429-00 MICRO INDUCTOR 470UH Q366 8-729-245-83 TRANSISTOR 2SC2458 

L1006 1-408-417-00 MICRO INDUCTOR 47UH Q367 8-729-245-83 TRANSISTOR 2SC2458 
Q368 8-729-245-83 TRANSISTOR 2SC2458 

L1010 1-408-414-00 MICRO INDUCTOR 27UH Q410 8-729-245-83 TRANSISTOR 28C2458 

L1011 1-408-414-00 MICRO INDUCTOR 27UH Q411 8-729-245-83 TRANSISTOR 2802458 

L1012 1-408-414-00 MICRO INDUCTOR 27UH Q412 8-729-245-83 TRANSISTOR 2502458 
Q414 = 8-729-245-83 TRANSISTOR 2SC2458 

TRANSISTOR Q415 8-729-245-83 TRANSISTOR 2SC2458 

Q101 8-729-245-83 TRANSISTOR 2SC2458 Q416 = 8-729-245-83 TRANSISTOR 2SC2458 

Q200 8-765-300-00 TRANSISTOR 2SC2009 Q420 8-729-245-83 TRANSISTOR 2802458 

Q201 8-729-900-36 TRANSISTOR DTC124ES Q421 8-729-204-8383 TRANSISTOR 2SA1048GR 

Q202 8-729-900-36 TRANSISTOR DTC124ES Q422 8-729-245-83 TRANSISTOR 2SC2458 

Q203  8-729-245-83 TRANSISTOR 2SC2458 Q423  8-729-245-83 TRANSISTOR 2802458 

Q204 8-729-204-83 TRANSISTOR 2SA1048GR Q1001 8-729-204-83 TRANSISTOR 2SA1048GR 

Q205 8-729-245-83 TRANSISTOR 2SC2458 Q1002 8-729-245-83 TRANSISTOR 2SC2458 

Q207 8-729-204-83 TRANSISTOR 2SA1048GR Q1003 8-729-245-83 TRANSISTOR 2802458 

Q209 8-729-245-83 TRANSISTOR 2SC2458 Q1004 8-729-105-73 TRANSISTOR 2SK523-L2 

Q210 8-729-245-83 TRANSISTOR 2SC2458 Q1005 8-729-245-83 TRANSISTOR 2SC2458 

Q211 8-729-245-83 TRANSISTOR 25C2458 Q1303 8-729-245-83 TRANSISTOR 2SC2458 

Q212 8-729-204-83 TRANSISTOR 2SA1048GR Q1305 8-729-204-83 TRANSISTOR 2SA1048GR 

Q213 8-729-245-83 TRANSISTOR 2SC2458 Q1306 8-729-245-83 TRANSISTOR 2SC2458 

Q214 8-729-245-83 TRANSISTOR 2SC2458 Q1307 8-729-245-83 TRANSISTOR 2SC2458 

Q215 8-729-245-83 TRANSISTOR 2SC2458 Q1310 8-729-245-83 TRANSISTOR 2SC2458 

Q216 8-729-245-83 TRANSISTOR 2SC2458 Q1311 8-729-245-83 TRANSISTOR 2SC2458 

Q240 8-729-245-83 TRANSISTOR 2SC2458 Q1312 8-729-105-72 TRANSISTOR 2SK523-L1 

Q241 8-729-900-36 TRANSISTOR DTC124ES RESISTOR 

Q242 8-729-900-36 TRANSISTOR DTC124ES 

Q243  8-729-245-83 TRANSISTOR 2SC2458 R101 = 1-247-867-00 CARBON 33K 5% 1/6W 
R102  1-247-891-00 CARBON 330K 5% 1/6W 

Q244 = =8-729-900-36 TRANSISTOR OTC124ES R103. 1-247-855-00 CARBON 10K 5% 1/6W 

Q245 8-729-900-36 TRANSISTOR DTC124ES R104 1-246-481-00 CARBON 2.2K 5% 1/4W 

Q260 8-/29-900-36 TRANSISTOR DTC124ES R105 1-246-489-25 CARBON 4.7K 5% 1/4W 

Q261 8-729-900-36 TRANSISTOR DTC124ES 

Q262 8-729-900-36 TRANSISTOR DTC124ES R107 = 1-247-883-00 CARBON 150K 5% 1/6W 
R108 =1-247-879-00 CARBON 100K 5% 1/6W 

Q263 8-729-245-83 TRANSISTOR 2SC2458 R110 =: 1-247-831-00 CARBON 1K 5% 1/6W 

Q291 8-729-177-32 TRANSISTOR 250773 R1lll = 1-247-831-00 CARBON 1K 5% 1/6W 

Q293 8-729-245-83 TRANSISTOR 2SC2458 R112 = 1-247-883-00 CARBON 150K 5% 1/6W 

Q300 8-729-105-73 TRANSISTOR 2SK523-L2 

Q301 8-729-245-83 TRANSISTOR 2SC2458 R113. 1-247-879-00 CARBON 100K 5% 1/6W 
R200 1-247-871-00 CARBON 47K 5% 1/6W 

Q302 8-729-245-83 TRANSISTOR 2SC2458 R201 1-247-837-00 CARBON 1.8K 5% 1/6W 

Q303 8-729-245-83 TRANSISTOR 2SC2458 R202 1-247-847-00 CARBON 4.7K 5% 1/6W 

Q304 8-729-245-83 TRANSISTOR 25C2458 R203. 1-247-845-00 CARBON 3.9K 5% 1/6W 

Q305 8-729-245-83 TRANSISTOR 2SC2458 

Q307  8-729-103-43 TRANSISTOR 258734 R204 1-247-815-00 CARBON 220 5% 1/6W 
R205 1-247-823-00 CARBON 470 5% 1/6W 

Q310 8-729-245-83 TRANSISTOR 2SC2458 R206 1-247-857-00 CARBON 12K % 1/6W 

Q311 8-729-245-83 TRANSISTOR 2SC2458 R207 = 1-247-857-00 CARBON 12K =o 1/6W 

Q350 8-729-245-83 TRANSISTOR 2SC2458 R209 1-247-871-00 CARBON 47K 5% 1/6W 

Q351 8-729-204-83 TRANSISTOR 2SA1048GR 

Q360 8-729-105-73 TRANSISTOR 2SK523-L2 R210 = 1-246-504-00 CARBON 20K = 5% 1/4W 
R211  1-247-839-00 CARBON 2.2K 5% 1/6W 

Q361 8-729-245-83 TRANSISTOR 2SC2458 R212 = 1-247-862-00 CARBON 20K = 5% 1/6W 

Q362 8-729-245-83 TRANSISTOR 2S5C2458 R213 1-247-845-00 CARBON 3.9K 5% 1/6W 

Q363 8-729-245-83 TRANSISTOR 2SC2458 R214 = 1-247-831-00 CARBON 1K 5% 1/6W 
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KV-2782AEB | 
RM-627 


A 


Ref.No. Part No. 


R215 
R216 
R217 
R218 
R219 


R220 
R221 
R222 
R223 
R224 


R225 
R226 
R227 
R228 
R229 


R230 
R231 
R232 
R233 
R234 


R235 
R236 
R237 
R238 
R239 


R240 
R241 
R242 
R243 
R244 


R245 
R246 
R247 
R248 
R249 


R250 
R251 
R252 
R253 
R254 


R255 
R256 
R257 
R258 
R259 


R259A 
R261 
R261A 
R263 
R264 


R265 
R266 
R267 


1-247-839-00 
1-2 47-855-00 
1-247-815-00 
1-247-807-00 
1-247-879-00 


1~247-8 3-00 
1-2 47-82 6-00 
1-247-879-00 
1-247-879-00 
1-247-8 8-00 


1-2 47-81 4-00 
1-247-807-00 
1-247-879-00 
1-247-843-00 
1-2 47-831-00 


1-247-879-00 
1-247-815-00 
1-247-879-00 
1-247-840-00 
1-247-122-00 


1-2 47-873-00 
1-2 47-831-00 
1-247-831-00 
1-2 47-82 3-00 
1-247-839-00 


1-247-835-00 
1-247-831-00 
1-247-879-00 
1-247-879-00 
1-247-831-00 


1-247-816-00 
1-247-807-00 
1-247-879-00 
1-247-825-00 
1-247-825-00 


1-247-825-00 
1-247-835-00 
1-247-831-00 
1-247-837-00 
1-2 47-83 3-00 


1-247-873-00 
1-247-122-00 
1-2 47-831-00 
1-2 47-82 3-00 
1-2 47-82 3-00 


1-247-849-00 
1-247-104-00 
1-247-879-00 
1-247-859-00 
1-247-855-00 


1-247-839-00 
1-247-854-00 
1-247-853-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


ARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARSON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/4W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/4W 
1/6W 
1/6W 
1/6W 


1/6W 
1/4W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 


Remark 


R268 
R269 
R270 
R288 
R289 


R290 
R291 
R292 
| R293 
R294 


R295 
R296 
R297 
R298 
R299 


R300 
R301 
R302 
R303 
R304 


R305 
R306 
R307 
R308 
R309 


R310 
R311 
R312 
R313 
R314 


R315 
R316 
R317 
R318 
R319 


R320 
R321 
R322 
R323 
R324 


R325 
R326 
R327 
R328 
R329 


R330 
R331 
R332 
R333 
R334 


R335 


R336 
R337 
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Ref-No. 


Part No. 


1-2 47-843-00 
1-247-883 -00 
1-2 47-883 -00 
1-2 47-82 3-00 
1-2 46-477-00 


1-247-831-00 
1-247-845-00 
1-247-855-00 
1-247-131-00 
1-247-798-00 


1-247-122-00 
1-2 47-848-00 
1-247-131-00 
1-247-833-00 
1-247-851 -00 


1-247-807-00 
1-247-843-00 
1-247-843-00 
1-247-879-00 
1-247-867-00 


1-2 47-855-00 
1-247-879-00 
1-247-867-00 
1-247-855-00 
1-247-857-00 


1-247-843~00 
1-247-817-00 
1-2 47-81 3-00 
1-247-835-00 
1-2 47-839-00 


1-247-807-00 
1-247-857-00 
1-247-859-00 
1~247-831-00 
1-247-807-00 


1-247-127-00 
1-247-851 -G9 
1-247-863-00 
1-247-879-00 
1-2 47-851 -00 


1-247-835-00 
1-247-821-00 
1-247-82 3-00 
1-247-807-00 
1-247-82 3-00 


1-247-855-00 
1-247-857-00 
1-247-889-00 
1-247-851 -00 
1-247-831-00 


1-247-851-00 
1-247-840-00 
1-247-835-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


3.3K 
150K 
150K 
470 

1.5K 


lk 
3.9K 
10K 
1K 
43 


430 
5.1K 
1K 

1.2K 
6. 8K 


100 
3.3K 
3. 3K 
100K 
33K 


10K 
100K 
33K 
10K 
12k 


3. 3K 
270 
180 
1.5K 
2.2K 


100 
12k 
15K 
1K 

100 


680 
6. 8K 
22K 
100K 
6. 8K 


1.5K 
390 
470 
100 
470 


10K 
12K 
270K 
6.8K 
Ik 


6. 8K 
2.4K 
1.5K 


aon oon 
BR BL TR oe TF 


1/6W 
1/6W 
1/6W 
1/6W 
1/4W 


1/6W 
1/6W 
1/6W 
1/4W 
1/6W 


1/4W 
1/6W 
1/4W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/4W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 


Remark 


Ref.No. Part No. 


R338 
R339 
R342 
R343 
R344 


R345 
R346 
R347 
R349 
R350 


R351 
R352 
R355 
R356 
R357 


R358 
R361 
R363 
R364 
R365 


R366 
R367 
R36 7A 
R368 
R368 


R369 
R369A 
R370 
R371 
R372 


R373 
R374 
R375 
R376 
R377 


R378 
R379 
R380 
R381 
R382 


R383 
R384 
R385 
R386 
R387 


R390 
R391 
R392 
R393 
R394 


R395 
R398 
R399 


1-247-847-00 
1-247-843-00 
1-247-875-00 
1-247-875-00 
1-247-875-00 


1-247-871-00 
1-247-831-00 
1~247-371 -00 
1-247-871 -00 
1-247-843-00 


1-247-843-00 
1-247-843-00 
1-247-871-00 
1-247-835-00 
1-247-835-00 


1-247-835-00 
1-247-871-00 
1-247-831-00 
1-247-891-00 
1-247-871 -00 


1-247-891 -00 
1-247-825-00 
1-2 47-871 -00 
1-247-825-00 
1-247-891-00 


1-247-825-00 
1-247-846-00 
1-2 47-871 -00 
1-247-871-00 
1-247-831~00 


1-247-871 -00 
1-247-855-00 
1-247-871-00 
1~247-843-00 
1-247-807-00 


1-247-833-00 
1-247-807-00 
1-247-833-00 
1-2 47-82 3-00 
1-247-841-00 


1-247-819-00 
1-247-841-00 
1-247-827-00 
1-247-82 2-00 
1-247-821-00 


1-247-841-00 
1-247-863-00 
1-247-855-00 
1-247-875-00 
1-247-841-00 


1-2 47-82 3-00 
1-247-828-00 
1-247-236-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


4.7K 
3.3K 
68K 
68K 
68K 


47K 
1K 

47K 
47K 
3. 3K 


3. 3K 
3. 3K 
47K 
1.5K 
1.5K 


1.5K 
47K 
1K 
330K 
47K 


330K 
560 
47K 
560 
330K 


560 
4.3K 
47K 
47K 
1K 
47K 
10K 
47K 
3.3K 
100 


1.2K 
100 
1.2K 
470 
2.7K 


330 
2.7K 
680 
430 
390 


2.7K 
22K 
10K 
68K 
2.7K 


470 
750 
680 


5% 
5% 


y 
b 


5% 
5% 


5% 
5% 
5% 
5% 
5% 


5% 
5% 
5% 


o 
~e 


5% 


of 
rd 


9% 
5% 
5% 
5% 


5% 
5% 
5% 
5% 
5% 


5% 
5% 
5% 
5% 


5% 


9% 
5% 
5% 
5% 


3% 


5% 
5% 
5% 
5% 
5% 


oy 
5% 
5% 
5% 
5% 


5% 
5% 
5% 
5% 
5% 


5% 
5% 
5% 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/2W 


Remark |Ref.No. 


R401 
R402 
R403 
R405 
R410 


R411 

412 
R420 
R421 
R422 


R423 
R424 
R425 
R426 
R427 


R428 
R429 
R430 
R436 
R437A 


R437B 
R438 
R439 
R440 
R441 


R442 
R443 
R444 
R453A 
R454A 


R456 
R473 
R475 
R480 
R481 


R482 
R483 
R484 
R485 
R486 


R487 
R490 
R491 
R492 
R493 


R511 
R586 
R1001 
R1002 
R1003 


R1004 
R1005 
R1006 
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Part No. 


1-247-855-00 
1-247-871-00 
1-247-815-00 
1-247-815-00 
1-247-847-00 


1-247-861 -00 
1-2 47-861 -00 
1-247-869-00 
1-247-863-00 
1-247-831-00 


1-247-797-00 
1-2 47-82 4-00 
1-247-863-00 
1-2 47-851 -00 
1-247-854-00 


1-247-841-00 
1-2 47-82 9-00 
1-247-821-00 
1-2 47-82 5-00 
1-247-821-00 


1-2 47-82 3-00 
1-247-821-00 
1-247~-814-00 
1-247-840-00 
1-247-857-00 


1-2 47-841 -00 
1-247-843-00 
1-247-843-00 
1-247-827-00 
1-247-839~-00 


1-247-82 5-00 
1-247-864-00 
1-247-855-00 
1-247-879-00 
1-247-855-00 


1-2 47-834-00 
1-247-807-00 
1-247-879-00 
1-212-356-00 
1-246-405-25 


1-2 47-871 -00 
1-247-855-00 
1-247-871 -00 
1-247-855-00 
1-2 47-871 -00 


1-2 47-841-00 
1-2 47-82 3-00 
1-247-835-00 
1-247-833-00 
1-247-851-00 


1-2 47-840-00 
1-247-828-00 
1-247-849-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
METAL OXIDE 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


10K 
47K 
220 
220 
4.7K 


18K 
18K 
39K 
22K 
1K 


39 
510 
22K 
6. 8K 
9.1K 


2.7K 
820 
390 
560 
390 


470 
390 
200 
2.4K 
12K 


2.7K 
3.3K 
3. 3K 
680 
2.2K 


560 
24K 
10K 
100K 
10K 


1.3K 
100 
100K 
0.47 
155) 


47K 
10K 
47K 
10K 
47K 


2.7K 
470 

1.5K 
1.2K 
6.8K 


2.4K 
750 
5. 6K 


KV-2782AEB 


RM-627 


Remark 


KV-2782AEB | 
RM-627 


Mi 


SF201 


T201 
T202 


The components 


for safety. 


identified by 
shading and mark A are critical 
Replace only with 


part number specified. 


- Part No. Description 

1-247-871-00 CARBON 47K 5% 
1-247-871-00 CARBON 47K 5% 
1-247-815-00 CARBON 220 5% 
1-247-819-00 CARBON 830) iS% 
1-247-825-00 CARBON 560 5% 
1-247-891-00 CARBON 330K 5% 
1-247-872-00 CARBON 51K = 5% 
1-247-877-00 CARBON 8k 54% 
1-247-847-00 CARBON 4.7K 5% 
1-247-891-00 CARBON 330K 5% 
1-247-887-00 CARBON 220K 5% 
1-247-166-00 CARBON 30K 85% 
1-247-868-00 CARBON 36K = 5% 
1-247-866-00 CARBON 30K 5% 
1-247-868-00 CARBON 36K 5% 
1-247-831-00 CARBON IK 5% 
1-247-831-00 CARBON 1K 5% 
1-247-809-00 CARBON 120 5% 
1-247-829-00 CARBON 8&0 5% 
1-247-811-00 CARBON 150) 5% 
1-247-823-00 CARBON 470 85% 
1-247-823-00 CARBON 470 5% 
1-247-837-00 CARBON 1.8K 5% 
1-247-877-00 CARBON 82K 5% 
1-247-866-00 CARBON 30K 05% 
1-247-835-00 CARBON 1.5K 5% 
1-247-807-00 CARBON 100 «5% 
1-247-807-00 CARBON 100 = 
1-247-807-00 CARBON 100 =—&% 
1-247-028-00 CARBON Bi2) 16% 
1-247-842-00 CARBON XK 5% 
1-246-507-00 CARBON 2iKy SS 
1-247-131-00 CARBON IK 5% 
1-246-505-00 CARBON 22K «5% 
1-246-541-00 CARBON 680K 5% 

VARIABLE RESISTOR 
1-228-723-00 RES, ADJ, CERAMIC CARBON 
1-228-723-00 RES, ADJ, CERAMIC CARBON 
1-228-721-00 RES, ADJ, CERAMIC CARBON 
1-228-721-00 RES, ADJ, CERAMIC CARBON 
1-228-723-00 RES, ADJ, CERAMIC CARBON 
1-228-723-00 RES, ADJ, CERAMIC CARBON 
1-228-718-00 RES, ADJ, CERAMIC CARBON 
1-222-512-00 RES, ADJ, CARBON 10K 
1-222-512-00 RES, ADJ, CARBON 10K 
1-222-512-00 RES, ADJ, CARBON 10K 

FILTER 
1-404-563-11 SAWF 

TRANSFORMER 
1-404-464-00 COIL, VIF 
1-404-465-00 COIL, VIF (MOLD TYPE) 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/4W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/8W 


1/6W 
1/4W 
1/4W 
1/4W 
1/4W 


4.7K 
4.7K 
2.2K 
2.2K 
4.7K 


4.7K 
330 


Remark 


7203 
T301 
T302 
7303 
T304 


T305 


X301 
X361 


—52— 


Ref.No. 


Part No. 


1-404-489-00 
1-425-927-00 
1-404-081 -00 
1-405-733-00 
1-425-928-00 


1-405-733-00 


Description Remark 
COIL 

TRANSFORMER, BANDPASS (BPT) 

TRANSFOMER, DELAY ADJUS* 

COIL, OSCILLATOR, APC 

TRANSFORMER, DELAY ADJUSTING 


COIL, OSCILLATOR, APC 


TUNER 


TU101 A\1-463-421-00 TUNER, ET (BT-883) 


CRYSTAL 


1-527-345-00 
1-527-396-00 


*] -612-280-11 


*4-365-616-00 


CRYSTAL, OSC. 
CRYSTAL, OSC 


HEF H I IK IKI IK I IK IKK KK IK IK KICK KK KKK KKK KK KK IK KKK KKK RK RER KKK EK 


M1 BOARD 


KKKKK KEK 


HOLDER, LED 


CAPACITOR 
C001 = 1-108-591-00 MYLAR 0. O33MF 10% 50V 
DIODE 
0001 8-719-911-19 DIODE 1SS119 
0002 8-719-911-19 DIODE 1SS119 
LEDOO] 8-719-812-41 DIODE TLR124 
*4-348-208-00 HOLDER, LED, LEDOOL 
LEDOO2 8-719-106-34 DIODE SR632D 
LEDOO3 8-719-106-34 DIODE SR632D 
NEON LAMP 
*4-371-618-01 HOLDER, LAMP TUBE, NLOO1 
NLOO2 1-519-154-00 LAMP, NEON 
*4-371-618-01 HOLDER, LAMP TUBE, NLOO2 
NLOO3 1-519-154-00 LAMP, NEON 
*4-371-618-01 HOLDER, LAMP TUBE, NLOO3 
*4-371-618-01 HOLDER, LAMP TUBE, NLOO4 
TRANSISTOR 
Qo02 8-729-255-12 TRANSISTOR 2SC2551 
Q003 8-729-255-12 TRANSISTOR 2SC2551 
Q005 8-729-245-83 TRANSISTOR 2SC2458 
Q006 8-729-245-83 TRANSISTOR 2SC2458 
Q007 8-729-245-83 TRANSISTOR 2SC2458 
Q008  8-729-245-83 TRANSISTOR 2SC2458 
Q009 8-729-245-83 TRANSISTOR 2SC2458 
Q010 8-729-245-83 TRANSISTOR 2SC2458 
RESISTOR 
ROO3 =: 1-247-871-00 CARBON 47K 5% 1/6W 


Ref.No. 


R004 
ROO5 
ROO6 
ROOS 
ROLO 


RO11 
RO12 
RO13 
RO14 
ROL5 


RO16 
ROL? 
RO18 
RO19 
R020 


RO21 
RO22 


RVOOL 
RVOO2 
RVOO3 
RVOO4 
RYOO5 


$001 
$002 
$003 
$004 
$005 


$006 
$007 
$008 
$009 
$010 


S011 
$012 
$013 
$014 
S015 


$016 
S017 


RRR KKK K RR KK KK KKK KKK KKK IK RIK IK RR RRR ERR RE KK KRRKKKKRKKRKRRRKERKRKKK 


Part No. 


1-247-871 -00 
1-247-871 -00 
1-247-871 -00 
1-2 47-861 -00 
1-247-877-00 


1-2 47-850-00 
1-2 47-83 5-00 
1-247-855-00 
1-247-831-00 
1-247-371 -00 


1-247-855-00 
1-247-863-00 
1-247-871-00 
1-247-863-00 
1-247-865-00 


1-247-855-00 
1-247-831-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


CARBON 
CARBON 
CARBON 
CARBON 1K 5% 
CARBON 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


CARBON 
CARBON lk 5% 


1/6W 
1/6W 


VARIABLE RESISTOR 


1-228-578-00 
1-228-937-00 
1-228-936-00 
1-228-936-00 
1-230-166-00 


RES, VAR, CARBON 10K 
RES, VAR, CARBON 20K 
RES, VAR, CARBON 10K 
RES, VAR, CARBON 10K 


RES, VAR, CARBON 500 


SWITCH 


1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 


1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 


1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 
1-553-075-21 


1-516-970-00 
1-516-781-XX 


*A-1306-320-A 


*1-560-123-00 
*1-560-124-00 
*1-560-125-00 
*1-560-126-00 
*1-560-128-00 


SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 


PUSH 
PUSH 
PUSH 
PUSH 
PUSH 


SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 


PUSH 
PUSH 
PUSH 
PUSH 
PUSH 


SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 
SWITCH, 


PUSH 
PUSH 
PUS H 
PUSH 
PUSH 


SWITCH, SLIDE 
SLIDE SWITCH 


M2 BOARD COMPLETE 


KKKKKKKEKKKKKEKEK 


PLUG, CONNECTOR (2.5MM) 3 

PLUG, CONNECTOR (2.5MM) 4 

PLUG, CONNECTOR (2.5MM PITCH) 
PLUG, CONNECTOR is -5MM) 6P 


PLUG, CONNECTOR (2.5MM PITCH) 
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| KV-2782AEB 
RM-627 


Mi) [Mal 


Remark |Ref.No. Part No. Description Remark 
*1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) 
*4-367-326-00 CASE, SHIELD (MAIN) 

*4-367-330-00 CASE (UPPER LID), SHIELD 
CAPACITOR 
cool 1-123-356-00 ELECT LOMF 20% 16V 
coo02 1-123-330-00 ELECT 22MF 20% 16V 
C003) =1-123-476-51 ELECT 330MF 20% 10V 
C004 =1-123-379-00 ELECT 0. 47MF 20% 50V 
C005 = =1-123-379-00 ELECT 0.47MF 20% 50V 
C006 1-102-074-00 CERAMIC 0. Q001MF 10% 50V 
C007) =1-102-510-00 CERAMIC 12PF 5% 50V 
coos 1-102-947-00 CERAMIC 1OPF 5% 50V 
cO09 = 1-102-110-00 CERAMIC 220PF 10% 50V 
C010 =. 1-106-180-00 MYLAR 0. 0022MF 5% 50V 
COll 1-102-121-00 CERAMIC 0. 0022MF 10% 50V 
C012) =1-123-308-00 ELECT 220MF 20% 10V 
C013) = =1-102-115-00 CERAMIC 560PF 10% 50V 
C014 =. 1-102-973-00 CERAMIC 100PF 5% 50V 
C015 = 1-101-884-00 CERAMIC 56PF 5% 50V 
C016 =1-102-121-00 CERAMIC 0.0022MF 10% 50V 
C017. = 1-102-108-00 CERAMIC 150PF 10% 50V 
C018 =: 1-123-380-00 ELECT IMF 20% 50V 
C019 = =1-102-074-00 CERAMIC 0. OO1MF 10% 50V 
C020) =. 1-102-125-00 CERAMIC 0.0047MF 10% 50V 
cO21 = 1-102-110-00 CERAMIC 220PF 10% 50V 
c022 = 1-123-330-00 ELECT 22MF 20% 16V 
C023 =. 1-102-113-00 CERAMIC 390PF 10% 50V 
C024 =1-102-120-00 CERAMIC 0. 0018MF 10% 50V 
C025 1-106-196-00 MYLAR 0.O01MF 10% 100V 
C026 =61-102-110-00 CERAMIC 220PF 10% 50V 
C027) ~=1-102-106-00 CERAMIC 1OOPF 10% 50V 
C028 =: 1-123-380-00 ELECT IMF 20% 50V 
C029 = 1-123-356-00 ELECT 1OMF 20% 16V 
C030 1-101-880-00 CERAMIC 47PF 5% 50V 
CO31 = =61-123-318-00 ELECT 33MF 20% 16V 
C032 = =1-106-178-00 MYLAR 0. O0018MF 5% 50V 
C033 = 1-123-380-00 ELECT 1MF 20% 50V 
C034 =1-123-356-00 ELECT 1OMF 20% 16V 
C035 1-102-121-00 CERAMIC 0.0022MF 10% 50V 
C036 =: 1-123-483-00 ELECT 47MF 20% 16V 
C037. —s-: 1-106-196-00 MYLAR 0.01MF 10% 100V 
C038 = 1-130-526-51 MYLAR 0. 068MF 10% 50V 
| CO39  1-130-497-00 MYLAR 0. 15MF 5% 50V 
C040 =. 1-123-356-00 ELECT 1OMF 20% 16V 
C041 = 1-101-004-00 CERAMIC 0. O1MF 50V 
C042 = 1-123-356-00 ELECT 1OMF 20% 16V 
C043. =: 1-102-074-00 CERAMIC 0.001MF 10% 50V 
C044 =1-102-125-00 CERAMIC 0.0047MF 10% 50V 
C045 =1-123-379-00 ELECT 0.47MF 20% 50V 
C046 =: 1-102-074-00 CERAMIC 0. O001MF 10% 50V 
C047) = 1-102-112-00 CERAMIC 330PF 10% 50V 
C048 =: 1-123-330-00 ELECT 22MF 20% 16V 


KV-2782AEB 
RM-627 


Me 


Ref.No. Part No. Remark |Ref.No. Part No. Remark 


Description Description 


C049 =: 1-123-607-00 ELECT 0. IMF 20% 50V QO16 8-729-245-83 TRANSISTOR 2SC2458 
C053. -:1-102-125-00 CERAMIC 0.0047MF 10% 50V Q017 8-729-245-83 TRANSISTOR 2SC2458 
Q018  8-729-245-83 TRANSISTOR 2SC2458 


DIODE 
RESISTOR 
D001 8-719-102-72 DIODE RDS. 6E-N3 
9002 8-719-101-40 DIODE RD3.9E-L1 ROO1 1-247-815-00 CARBON 220 5% 1/6W 
D005 8-719-911-19 DIODE 188119 ROOZ 1-247-827-00 CARSON 680 5% 1/6W 
D006 8-719-911-19 DIODE 185119 ROO3 1-247-865-00 CARBON 27K 5% 1/6W 
DOO7 8-719-911-19 DIODE 1SS119 ROO4 1-247-855-00 CARBON 10K = 45% 1/6W 
ROOS 1-247-855-00 CARBON 10K = 5% 1/6W 
poog 8-719-911-19 DIODE 185119 
D009 8-719-911-19 DIODE 1S8S119 ROO6 1-247-879-00 CARBON 100K 5% 1/6W 
D010 8-719-911-19 DIODE 1S$S119 ROO7 1-247-831-00 CARBON 1K 5% 1/6W 
DO1l1 8-719-911-19 DIODE 185119 ROO8 1-247-823-00 CARBON 470 5% 1/6W 
D013 8-+719-911-19 DIODE 1SS119 ROO9 1-247-831-00 CARBON 1K 5% 1/6W 
ROLO 1-247-831-00 CARBON IK % 1/6W 
D014 8-719-911-19 DIODE 1S8S119 
D015 8-719-911-19 DIODE 1SS119 RO11 = 1-247-821-00 CARBON 390 5% 1/6W 
D016 8-719-911-19 DIODE 1SS119 RO12 1-247-821-00 CARBON 390 5% 1/6W 
D017 8-719-911-19 DIODE 1SS119 | ROL3 1-247-821-00 CARBON 390 5% 1/6W 
D018 8-719-911-19 DIODE 1SS119 RO1L4 1-247-831-00 CARBON 1K 5% 1/6W 
ROL5 1-247-883-00 CARBON 150K 5% 1/6W 
D020. ©8-719-101-51 DIODE RDS.1E-L3 
p024 8-719-911-19 DIODE 1SS119 RO16 1-247-831-00 CARBON IK 5% 1/6W 
D030 8-719-101-38 DIODE RD3.6E-L1 RO17 1-247-831-00 CARBON 1K % 1/6W 
RO18 1-247-831-00 CARBON IK 5% 1/6W 
Ie RO19 1-247-831-00 CARBON lK 5% 1/6W 
R020 1-247-831-00 CARBON 1K 5% 1/6W 
ICO001 8-759-102-69 IC CX522-054 
1c002 8-757-959-00 IC CX7959 RO21 1-247-831-00 CARBON IK 5% 1/6W 
IC003 8-759-907-22 IC MB88301A RO22 1-247-877-00 CARBON BK 5% 1/6W 
1c004 8-759-220-00 IC TC40HOOO0P R023 1-247-877-00 CARBON 82K 5% 1/6W 
IC005 8-759-240-52 IC TC4052BP RO24 1-247-855-00 CARBON 10K 5% 1/6W 
R025 1-247-871-00 CARBON 47K 5% 1/6W 
Ic006 8-759-157-40 IC UPCS574J 
RO27 = 1-247-855-00 CARBON 10K = 5% 1/6W 
COIL RO28 1-215-444-00 METAL 9.1K 1% 1/6W 
R029 = 1-215-445-00 METAL 10K = so«1% 1/6W 
LOO1 1-408-405-00 MICRO INDUCTOR 4. 7UH RO30 1-247-831-00 CARBON 1K 5% 1/6W 
L002 1-408-405-00 MICRO INDUCTOR 4. 7UH RO31 1-247-869-00 CARBON 39K 5% 1/6W 
L003 1-408-247-00 MICRO INDUCTOR 33MMH | 
L004 1-408-409-00 MICRO INDUCTOR 1OUH RO32 1-247-896-00 CARBON 510K 5% 1/6W 
RO33. = 1-247-869-00 CARBON 39K 5% 1/6W 
TRANSISTOR RO34 1-247-831-00 CARBON 1K 5% 1/6W 
RO35 1-247-849-00 CARBON 5.6K 5% 1/6W 
Q001 8-729-378-84 TRANSISTOR 2SD788 R036 =1-247-887-00 CARBON 220K 5% 1/6W 
Q002 8-729-204-83 TRANSISTOR 2SA1048GR 
Q003 8-729-245-83 TRANSISTOR 2862458 RO37 1-247-831-00 CARBON IK 5% 1/6W 
Q004 8-729-245-83 TRANSISTOR 25€2458 RO38 1-247-831-00 CARBON 1K 5% 1/6W 
Q005 8-729-245-83 TRANSISTOR 2SC2458 RO39 1-247-831-00 CARBON 1K 5% 1/6W 
RO40 1-247-871-00 CARBON 47K 5% 1/6W 
Q006 8-729-204-83 TRANSISTOR 2SA1048GR R042 1-247-831-00 CARBON 1K 5% 1/6W 
Q007 8-729-245-83 TRANSISTOR 2SC2458 
Q008 8-729-245-83 TRANSISTOR 2SC2458 R043. 1-247-831-00 CARBON IK 5% 1/6W 
Q009 8-729-245-83 TRANSISTOR 25€2458 R044 1-247-831-00 CARBON IK 5% 1/6W 
Q010 8-729-245-83 TRANSISTOR 2SC2458 RO45 1-247-831-00 CARBON IK 5% 1/6W 
R046 =1-247-831-00 CARBON 1K 5% 1/6W 
Q011 8-729-245-83 TRANSISTOR 2802458 RO47 =: 1-247-127-00 CARBON 680 5% 1/4W 
Q012 8-729-245-83 TRANSISTOR 2502458 
Q013 8-729-245-83 TRANSISTOR 2SC2458 RO48 1-247-895-00 CARBON 470K 5% 1/6W 
Q014 8-729-245-83 TRANSISTOR 2562458 RO49 = 1-247-857-00 CARBON 12K 5% 1/6W 
QO15 8-729-245-83 TRANSISTOR 2802458 RO50 1-247-871-00 CARBON ATK 5% 1/6W 
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KV-2782AEB | 


RM-627 


cD 


Ref.No. Part No. 


R706 
R707 
R708 
R709 
R710 


R711 
R712 
R737 
R738 
R739 


R740 
R741 
R742 
R743 
R744 


R745 
R746 
R747 
R748 


RV701 
RV703 
RV704 


$G701 
$G702 
$G703 


FoI I IA II KI IK IK KI III IIIA AIK KIER IEPIIAIRIERIEHIR RR ER ERR 


C501 
C502 
C503 
c504 
C505 


C506 
C507 
C508 
c509 
C510 


1-206-6 92 -00 
1-247-153-00 
1-246-457-00 
1-246-457-00 
1-206-6 92 -00 


1-247-153-00 
1-246-457-00 
1-202-549-00 
1-202-637-00 
1-202-61 3-00 


1-202-543-00 
1-202-633-00 
1-202-633-00 
1-202-720-00 
1-244-929-00 


1-207-463-00 
1-202-585-00 
1-202-585-00 
1-202-585-00 


Description 


METAL OXIDE 
CARBON 
CARBON 
CARBON 
METAL OXIDE 


CARBON 
CARBON 
SOLID 
SOLID 
SOLID 


SOLID 
SOLID 
SOLID 
SOLID 
SOLID 


WIREWOUND 
SOLID 
SOLID 
SOLID 


VARIABLE RESISTOR 


1-226-157-00 RES, ADJ, METAL GLAZE 1M 


1-224-640-XX RES, ADJ, CARBON 330 
1-224-640-XX RES, ADJ, CARBON 330 


SPARK GAP 


1-519-063-XX DISCHARGING GAP 
1-519-063-XX DISCHARGING GAP 
1-519-063-XX DISCHARGING GAP 


*A\-1345-482-A D BOARD, COMPLETE 


KKK KRKKKK KER KKKEKERE 


3-701-353-00 
3-701-609-00 
4-303-844-00 
*4-309-762 -00 
*4-314-938-01 


*4-329-407-00 
*4-342-076-00 


SPACER, MICA 
BUSHING (B), 


TR 


5% 
5% 
5% 
3% 
5% 


5% 
5% 
20% 
10% 
10% 


10% 
10% 
10% 
10% 
10% 


10% 
10% 
10% 
10% 


SPACER, MICA (4) MD-17 
RETAINER (MD-17), TRANSISTOR 
RETAINER (TO-3), TRANSISTOR 


LUG, GROUND 
HEAT SINK, V. 


CAPACITOR 


1-123-323-00 
1-106-212-00 
1-123-361 -00 
1-102-228-00 
1-123-586-00 


1-106-196-00 
1-101-810-00 
1-123-380-00 
1-123-380-00 
1-106-204-00 


ELECT 
MYLAR 
ELECT 
CERAMIC 
ELECT 


MYLAR 
CERAMIC 
ELECT 
ELECT 
MYLAR 


OUT 


470MF 
0.047MF 
220MF 
470PF 
0. IMF 


0.01MF 
100PF 
IMF 

IMF 
0.022MF 


1/4W 
1/4W 
1/4W 


1/4W 
1/4W 
1/2W 
1/2W 
1/2W 


1/2W 
1/2W 
1/2W 
1/2W 
1/2W 


1/2W 
1/2W 
1/2W 
1/2W 


20% 
10% 
20% 
10% 
20% 


10% 
5% 

20% 
20% 
10% 


Remark |Ref.No- 


F 


16V 
100V 
50V 
500V 
50V 


100V 
500V 
50V 
50V 
100V 


cSt 
c512 
C513 
C514 
C515: 


C516 
C517 
C518 
C519 
c520 


c521 
C522 
C523 
c524 
C526 


C527 
C528 
C529 
C530 
C532 


C533 
C534 
C535 
C537 
C538 


C541 
C542 
C551 
552 
C553 


C554 
C555 
C556 
C557 
C558 


C559 
C560 
C562 
C563 
C564 


C565 
C567 
C569 
c570 
C571 


C574 
C575 
C578 
C590 
C803 


C804 
C805 
C806 
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Part No. 


1-123-333-00 
1-106-180-00 
1-130-024-00 
1-123-321-00 
1-123-356-00 


1-102-030-00 
1-102-038-00 
1-123-269-00 
1-108-431-00 
1-108-434-00 


1-108-595-00 
1-123-363-00 
1-123-356-00 
1-123-369-00 
1-130-640-00 


1-123-379-00 
1-129-709-00 
1-123-333-00 
1-123-380-00 
1-106-196-00 


1-123-380-00 
1-106-210-00 
1-102-989-00 
1-123-381-00 
1-106-176-00 


1-106-198-00 
1-123-379-00 
1-123-345-00 
1-123-382 -00 
1-106-204-00 


1-123-356-00 
1-123-330-00 
1-123-369-00 
1-106-192-00 
1-108-637-00 


1-106-206-00 
1-102-244-00 
1-106-204-00 
1-106-200-00 
1-106-196-00 


1-123-333-00 
1-123-380-00 
1-106-188-00 
1-129-701-00 
1-123-357-00 


1-123-332-00 
1-123-380-00 
1-123-380-00 
1-123-380-00 
1-106-208-00 


1-123-024-00 
1-102-228-00 
1-101-810-00 


Description 


ELECT 
MYLAR 
FILM 

ELECT 
ELECT 


CERAMIC 
CERAMIC 
ELECT 
MYLAR 
MYLAR 


MYLAR 
ELECT 
ELECT 
ELECT 
FILM 


ELECT 
FILM 

ELECT 
ELECT 
MYLAR 


ELECT 
MYLAR 
CERAMIC 
ELECT 
MYLAR 


MYLAR 
ELECT 
ELECT 
ELECT 
MYLAR 


ELECT 
ELECT 
ELECT 
MYLAR 
MYLAR 


MYLAR 
CERAMIC 
MYLAR 
MYLAR 
MYLAR 


ELECT 
ELECT 
MYLAR 
FILM 

ELECT 


ELECT 
ELECT 
ELECT 
ELECT 
MYLAR 


ELECT 
CERAMIC 
CERAMIC 


1O0OMF 

0. 0022MF 
0. 0033MF 
220MF 
1OMF 


330PF 
0. OO1MF 
4. 7MF 
0. O68MF 
0. 12MF 


0.047MF 
470MF 
1OMF 

4. IMF 
0. 47MF 


0. 47MF 
0. 0039MF 
100MF 
IMF 
0.O1MF 


IMF 

0. 039MF 
68PF 
2.2MF 

0. 0015MF 


0.012MF 
0. 47MF 
LOCMF 
3. 3MF 
0.022MF 


1OMF 
22MF 

4. 7MF 

0. OO068MF 
0. 082M 


0.027MF 
220PF 

0.022MF 
0.015MF 
0. O1MF 


LOOMF 
IMF 

0. 0047MF 
0. O1MF 
22MF 


47MF 
IMF 

MF 
IMF 
0.033MF 


33MF 
470PF 
LOOPF 


Remark 


16V 
50V 
50V 
16V 
50V 


500V 
500V 
160V 
200V 
200V 


50V 
50V 
50V 
SOV 
50V 


50V 
630V 
16V 
S50V 
100V 


SOV 
100V 
S00V 
50V 
100V 


100V 
SOV 
35V 
50V 
100V 


16V 
25V 
SOV 
100V 
100V 


100V 
S00V 
100V 
100V 
1OOV 


25V 
50V 
100V 
100V 
SOY 


25V 
50V 
50V 
50V 
100V 


160V 
SO0V 
500V 


KV-2782AEB 
RM-627 


D 


Remark 


Ref.No. Part No. Remark |Ref.No. Part No. 


Description Description 


C807 1-123-322-00 ELECT 330MF 20% 16V DY2 *1-508-765-00 3P PLUG (M) 
C808 1-123-333-00 ELECT LOOMF 20%  16V 
C809 1-123-333-00 ELECT LOOMF 20% —16V DIODE 
C810 A.1-136-099-11 FILM 0.0133MF 3%  — 2kV ese 
C811 A.1-129-722-51 FILM 0. 047MF 10% 630V 0501 8-719-102-74 DIODE RD6.2E-N2 
0502  8-719-911-19 DIODE 1ss119 
C812 1-129-711-51 FILM 0.0056MF 10%  630V 0503 8-719-924-06 DIODE ERC24-06s 
C813 1-130-061-00 FILM 0.001SMF 10%  630V 0504 8-719-924-06 DIODE ERC24-06S 
C814 A. 1-136-116-11 FILM IMF 5% 200V 0505 8-719-911-19 DIODE 1ss119 
C815 1-106-204-00 MYLAR 0. 022MF 10% — 100V 
C816 = 1-136-186-00 FILM 2. 4MF 5% 200V 0506  8-719-924-06 DIODE ERC24-06S 
0507 8-719-911-19 DIODE 1ss119 
C817 1-102-154-00 CERAMIC 180PF 2070805 2k¥ 0508 8-719-102-74 DIODE RD6.2E-N2 
C818 1-123-005-00 ELECT 22MF 250V 0509 8-719-911-19 DIODE 1S$119 
C819 A.1-136-098-11 FILM 0.0098MF 3% = 2KV D551 8-719-911-19 DIODE 1ss119 
C820  1-130-228-00 FILM 0. O11MF 3% 1.2KV 
C821 A. 1-161-754-11 CERAMIC 0. OO1MF 10% 3KV 0801  8-719-305-15 DIODE GH3F 
0802  8-719-305-15 DIODE GH3F 
C822 1-106-208-00 MYLAR 0.033MF 10% 100V 0803 8-719-900-26 DIODE ERD29-08J 
C823 1-106-194-00 MYLAR 0.0082MF 10% 100V 0804  8-719-924-06 DIODE ERC24-06S 
C824  1-108-431-00 MYLAR 0. O68MF 10% 200V 0805 8-719-924-06 DIODE ERC24-06S 
C825  1-106-359-00 MYLAR 0.0047MF 10% 200V 
C827 1-136-109-00 FILM 0. 68MF 5%  — 200V 0806 8-719-924-06 DIODE ERC24-06S 
0831 8-719-190-00 DIODE RD24E-827 
C831 1-131-351-00 TANTALUM 4. 7MF 10%  35V D832 8-719-100-35 DIODE RDS5.6E-B2 
C832 1-123-379-00 ELECT 0. 47MF 20% 50V D834 —8-719-109-90 DIODE RD10E-N2 
C833 1-123-306-00 ELECT 47MF 20%  10V 0851  8-719-924-06 DIODE ERC24-06S 
C834 1-123-356-00 ELECT 1OMF 20% 50V D852  8-719-924-06 DIODE ERC24-06S 
C835 1-123-357-00 ELECT 22MF 20% 50V : 
0855  8-719-903-09 DIODE V30N 
C836 1-123-356-00 ELECT 1OMF 20% 25V D859 8-719-924-06 DIODE ERC24-06S 
C837 1-123-379-00 ELECT 0. 47MF 20% 50V 0871 8-719-911-19 DIODE 1S$119 
C841 1-108-429-00 MYLAR 0.047MF 10% 200V Ic 
C842  1-108-429-00 MYLAR 0.047MF 10% 200V 
C843 1-106-359-00 MYLAR 0.0047MF 10% 200V C501 8-759-100-60 IC UPC1377C 
C551 6-066-717-10 IC TDA1082 
C844 1-123-607-00 ELECT 0. IMF 20%  50V IC871 8-759-979-16 IC CX7916 
C851 1-106-220-00 MYLAR 0. IMF 10% 100V 
C852 1-102-030-00 CERAMIC 330PF 10% 500V COIL 
C853 1-123-362-00 ELECT 330MF 20% 50V 
C854 1-102-030-00 CERAMIC 330PF 10% 500V L501  1-459-105-21 COIL(WITH CORE) 
L502 1-459-338-00 COIL, VAR, FERRITE (PAC) 
C855 1-123-334-00 ELECT 220MF 20% 25V L551  1-407-509-00 MICRO INDUCTOR 27MMH 
C859 1-102-125-00 CERAMIC 0.0047MF 10% 50V L552 1-407-509-00 MICRO INDUCTOR 27MMH 
C871 1-123-332-00 ELECT 47MF 20% = 16V L553 1-408-242-00 MICRO INDUCTOR 10MMH 
C872 1-130-044-00 FILM 100PF 5% -50V 
C891 1-102-959-00 CERAMIC 22PF 5% 50V L554 1-408-247-00 MICRO INDUCTOR 33MMH 
L801 1-459-215-00 CORE COIL 
C89 = 1-123-382-00 ELECT 3. 3MF 20% 50V L804 1-407-703-00 MICRO INDUCTOR 68UH 
L806 1-407-365-00 COIL, CHOKE 
CONNECTOR L809 1-459-111-00 COIL, DRAM CORE (CDI) 
Dl = *1-508-765-00 3P PLUG (M) L810  1-408-225-00 MICRO INDUCTOR 3.3UH 
D2  — *1-560-123-00 PLUG, CONNECTOR (2.5MM) 3P | L811 A.1-459-224-12 HLC 
D3 *1-560-124-00 PLUG, CONNECTOR (2.5MM) 4p | L812 A.1-459-263-21 COIL, MODULATION 
05  *1-508-768-00 6P PLUG L813 1-459-104-00 COIL, DUST CORE 
06  *1-508-768-00 6P PLUG | L815  1-408-239-00 MICRO INDUCTOR 4. 7MMH 
07 = *1-508-766-00 4P PLUG (M) L816 1-408-300-00 MICRO INDUCTOR 6.8UH 
D8 — *1-508-786-00 2P PLUG (M) 
D10 *1-560-125-00 PLUG, CONNECTOR (2.5MM) 5P TRANSISTOR 
015 *1-508-765-00 3P PLUG (M) 
DYl *1-508-765-00 3P PLUG (M) | Q501 8-729-177-43 TRANSISTOR 2SD774 
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The components identified by 
shading and mark A\ are critical 
for safety. Replace only with 
part number specified. 


RM-6 


KV-2782AEB | 


D 


Ref.No. Part No. 


Q502 
Q503 
Q504 
Q505 
Qs506 


Qs507 
551 
9552 
Q571 
591 


Qs01 
Q8o2 
Q803 
Q805 
Qs06 


Q807 
Q831 
Q832 
Q833 
Q834 


Q871 
Q872 
Q873 
Q874 
Q875 


Q876 
9877 
891 


R501 
R502 
R503 
R504 
R505 


R506 
R507 
R508 
R&09 
R510 


R511 
R512 
R513 
R514 
R515 


R516 
R517 
R518 
R519 
R520 


R521 
R522 
R523 


8-72 9-195-82 
8-729-122-02 
8-729-169-02 
8-72 9-103-43 
8-729-177-43 


8-729-245-83 
8-729-103-43 
8-72 9-195-82 
8-729-2 45-83 
8-729-245-83 


8-729-168-82 
8-726-400-02 
8-72 9-372 -53 
8-72 9-177-43 
8-729-103-43 


8-729-245-83 
8-729-309-08 
8-72 9-2 45-83 
8-72 9-2 45-83 
8-72 9-204-83 


729-245-83 
729-2 45-83 
729-245-83 
729-2 45-83 
72 9-2 45-83 


729-2 45-83 
729-245-83 
7 


8- 
Ce 
8- 
8- 
8- 
8- 
8- 
8-72 9-2 45-83 


Description 


TRANSISTOR 2SC2958 
TRANSISTOR 2SA1220A 
TRANSISTOR 2SC2690A 
TRANSISTOR 2SB734 
TRANSISTOR 2SD774 


TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 


2802458 
2SB734 

2SC2958 
28C€2458 
2802458 


2S C2688 
SG264A (S ) 
25D725-04 
280774 
2SB734 


TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 


TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 


28C2458 
2SC1890A 
2802458 
2802458 
2SA1048 GR 


TRANSIS TOR 
TRANS IS TOR 
TRANSIS TOR 
TRANS IS TOR 
TRANS IS TOR 


2802458 
2802458 
28C2458 
2802458 
2802458 


2802458 
2802458 
28502458 


TRANS IS TOR 
TRANS IS TOR 
TRANS IS TOR 


RESISTOR 


1-246-517-25 
1-206-6 94-00 
1-247-119-00 
1-247-155-00 
1-246-513-25 


1-2 46-487-00 
1-246-507-00 
1-247-155-00 
1-247-119-00 
1-246-509-25 


1-246-513-25 
1-247-109-00 
1-247-155-00 
1-247-119-00 
1-214-769-00 


1-247-133-00 
1-2 46-463-25 
1-246-507-00 
1-247-155-00 
1-247-083-00 


1-217-399-00 
1-247-795-00 
1-213-144-00 


CARBON 
METAL OXIDE 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
METAL 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 10 


FUSIBLE 
CARBON 33 
METAL OXIDE 


Remark 


i Vics 9 Vi | 


R524 
R525 
R526 
R527 
R528 


R529 
R530 
R531 
R532 
R533 


R534 
R535 
R536 
R537 
R538 


R539 
R540 
R541 
R542 
R543 


R544 
R545 
R547 


R548 
R549 


R550 
R551 
R552 
R553 
R554 


R555 
R556 
R557 
R558 
R559 


R560 
R561 
R562 
R563 
R564 


R565 
R566 
R567 
R568 
R569 


R571 
R572 
R573 
R574 
R575 


R576 
R577 
R578 
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Ref.No. Part No. 


1-247-005-00 
1-246-503-25 
1-212-361-00 
1-212-361-00 
1-213-142-00 


1-247-155-00 
1-213-146-00 
1-247-155-00 
1-246-481-00 
1-212-365-00 


1-214-771-00 
1-247-131-00 
1-214-767-00 
1-214-761-00 
1-214-781-00 


1-213-139-00 
1-246-487-00 
1-246-489-25 
1-213-140-00 
1-206-640-00 


1-246-487-00 
1-247-250-00 
1-246-480-25 
1-247-155-00 
1-247-117-00 


1-213-135-00 
1-246-429-00 
1-247-155-00 
1-206-642-00 
1-246-507-00 


1-247-155-00 
1-213-124-00 
1-247-242-00 
1-247-125-00 
1-247-119-00 


1-247-109-0900 
1-246-531-00 
1-246-455-00 
1-246-487-00 
1-246-503-25 


1-246-503-25 
1-246-486-00 
1-247-177-00 
1-246-503-25 
1-246-527-00 


1-246-491-25 
1-247-153-00 
1-247-131-00 
1-246-457-00 
1-246-511-00 


1-246-507-00 
1-247-131-00 
1-247-131-00 


Description 


CARBON 
CARBON 
METAL OXIDE 
METAL OXIDE 
METAL OXIDE 


CARBON 
METAL OXIDE 
CARBON 
CARBON 
METAL OXIDE 


METAL 
CARBON 
METAL 
METAL 
METAL 


METAL OXIDE 
CARBON 
CARBON 
METAL OXIDE 
METAL OXIDE 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


METAL OXIDE 
CARBON 
CARBON 
METAL OXIDE 
CARBON 


CARBON 
METAL OXIDE 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


100 
18K 
2 
1.2 
820 


10K 
1.8K 
10K 
2.2K 
2.7 


56K 
IK 
39K 
22K 
150K 


470 
3.9K 
4.7K 
560 
100 


3.9K 
2./K 
2K 
10K 
270 


220 
15 

10K 
120 
27K 


10K 
Al 
1.2K 
560 
330 


120 
270K 
180 
3.9K 
18K 


18K 
3.6K 
82K 
18K 
180K 


5. 6K 
8.2K 
1K 

220 
39K 


27K 
IK 
1K 


Remark 


aa7m-7 


nn 


Ref.No. 


R579 
R580 
R581 
R582 
R583 


R584 
R585 
R586 
R587 
R590 


R591 
R592 
R593 
R594 
R595 


R596 
R597 
R598 
R599 
R801 


R802 
R803 
R804 
R805 
R806 


R807 
R808 
R809 
R810 
R811 


R813 
R814 
R815 
R816 
R818 


R822 
R823 
R831 
R832 


BAR834 A. 


R835 
R836 
R837 
R838 
R839 


R840 
R841 
R842 
R851 
R852 


R855 
R856 
R857 


Part No. 


1-247-179-00 
1-247-105-00 
1-2 46-545-00 
1-246-489-25 
1-2 46-487-00 


1-247-683-00 
1-2 46-527-00 
1-2 46-525-00 
1-247-177-00 
1-246-525-00 


1-246-509-25 
1-2 47-153-00 
1-2 46-457-00 
1-246-477-00 
1-2 46-525-00 


1-247-179-00 
1-2 46-545-00 
1-247-133-00 
1-247-119-00 
1-246-535-00 


1-2 46-489-25 
1-206-741-00 
1-206-741-00 
1-214-909-00 
1-247-179-00 


1-214-911-00 
1-217-383-00 
1-210-859-00 
1-217-383-00 
1-247-103-00 


1-206-6 58-00 
1-202-719-00 
1-213-147-00 
1-206-463-00 
1-247-141-00 


1-213-127-00 
1-2 46-481 -00 
1-214-753-00 
1-214-749-00 


1-2 46-52 3-00 
1-214-748-00 
1-214-769-00 
1-214-918-00 
1-213-157-00 


1-246-501-25 
1-246-529-00 
1-247-155-00 
1-2 46-997-00 
1-217-371-00 


1-214-888-00 
1-214-875-00 
1-202-838-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
METAL OXIDE 
METAL OXI DE 
METAL 
CARBON 


METAL 
FUSIBLE 
CARBON 
FUSIBLE 
CARBON 


METAL OXI DE 
SOLID 
METAL OXI DE 
METAL OXIDE 
CARBON 


METAL OXI DE 
CARBON 
METAL 
METAL 
METAL 


CARBON 
METAL 
METAL 
METAL 
METAL OXI DE 


CARBON 
CARBON 
CARBON 
CARBON 
FUSIBLE 


METAL 
METAL 
SOLID 


Remark |set sa Part No. 


Description 


KV-2782AEB 
RM-627 


100K 5% 1/4W R858  1-247-155-00 CARBON 10K = 5% 1/4W 
82 5% 1/4W R859 =: 1-247-155-00 CARBON 10K 5% 1/4W 
1M 5% 1/4W R871  1-246-487-00 CARBON 3.9K 5% 1/4W 
4.7K 5% 1/4W R872 = 1-246-485-25 CARBON 3.3K 5% 1/4W 
3.9K 5% 1/4W R873: 1-246-513-25 CARBON 47K 5% 1/4W 
100 5% 1/2W F R874 =: 1-246-513-25 CARBON 47K 5% 1/4W 
130K 5% 1/4W R875 —- 1-246-513-25 CARBON 47K = o% 1/4W 
150K 5% 1/4W R876 =: 1-246-505-00 CARBON 22K 5% 1/4W 
82K = 5% 1/4W R877 —-1-246-477-00 CARBON 1.5K 5% 1/4W 
150K 5% 1/4W R878 1-246-513-25 CARBON 47K 55% 1/4W 
33K 5% 1/4W R879 =: 1-2 46-513-25 CARBON 47K 5% 1/4W 
8.2K 5% 1/4W R880 1-247-141-00 CARBON 2.7K 5% 1/4W 
220 «5% 1/4W R881 1-246-477-00 CARBON 1.5K 5% 1/4W 
1.5K 5% 1/4W R882 = 1-246-513-25 CARBON 47K 5% 1/4W 
150K 5% 1/4W R883 =: 1-246-513-25 CARBON 47K 5% 1/4W 
100K 5% 1/4W R884 1-246-513-25 CARBON 47K 53% 1/4W 
1M 5% 1/4W R885 1-246-529-00 CARBON 220K 5% 1/4W 
1.2K 5% 1/4W R887 =: 1-246-513-25 CARBON 47K 5% 1/4W 
330 = 5% 1/4W R888 1-246-513-25 CARBON 47K 5% 1/4W 
390K 5% 1/4W R889 1-246-531-00 CARBON 270K 5% 1/4W 
4.7K 5% 1/4W R890 = =1-246-513-25 CARBON 47K 5% 1/4W 
4.7K 5% 3W F R891 1-246-513-25 CARBON 47K = 5% 1/4W 
4.7K 5% 3W F R892 =: 1-247-155-00 CARBON 10K 5% 1/4W 
68K «1% 1/2W R893 1-247-131-00 CARBON 1K 5% 1/4W 
100K 5% 1/4W R894 1-247-125-00 CARBON 560 5% 1/4W 
82K 1% 1/2W R895 =1-247-109-00 CARBON 120 5% 1/4W 
4.7 5% 1/4W F R896 = 1-247-155-00 CARBON 10K 5% 1/4W 
Ie. oe 1/8W F 
4.7 5% 1/4W OF VARIABLE RESISTOR 
68 5% 1/4W 

RV5O1 1-224-251-XX RES, ADJ, METAL GLAZE 4.7K 
560 5% 2W F RV502 1-228-724-00 RES, ADJ, CARBON 10K 
1M 10% 1/2W RV503 1-228-577-00 RES, ADJ, CARBON 220 
2.2K 5% 1W a RV504 1-226-852-00 RES, ADJ, CARBON 22K 
10 5% 2W F RV551 1-228-724-00 RES, ADJ, CARBON 10K 
2.7K 5% 1/4W 

RV552 1-226-850-00 RES, ADJ, CARBON 4.7K 
47 5% 1W F RV553 -1-226-846-00 RES, ADJ, CARBON 470 
2.2K 5% 1/4W RV555 1-226-845-00 RES, ADJ, CARBON 330 
10K 1% 1/4W RV556 1-228-627-00 RES, ADJ, METAL GLAZE 1K 
6.8K 1% 1/4W RV557 1-228-724-00 RES, ADJ, CARBON 10K 

1/4W 

RV558 1-226-854-00 RES, ADJ, CARBON 100K 
120K 5% 1/4W RV571 1-226-854-00 RES, ADJ, CARBON 100K 
6.2K 1% 1/4W RV801 1-226-847-00 RES, ADJ, CARBON 1K 
47K 1% 1/4W 
160K 1% 1/2W SPARK GAP 
15K 55% 1W F 

S$G801 1-519-063-XX DISCHARGING G\P 
15K 5% 1/4W 
220K = 5% 1/4W TRANSFORMER 
10K = 5% 1/4W 
1.2 5% 1/4W OF T501 1-421-245-11 TRANSFOMER, PZN CUSHION 
0.47 10% 1/4W F T801 1-437-079-00 TRANSFORMER, HPRIZONTAL DRIVE 

T803  1-421-354-00 TRANSFORMER, FERRITE (P.H.T) 
10K «1% 1/2W T804 =1-413-059-00 TRANSFORMER, FERRITE (DFT) 
XK 1% 1/2W 
100K 1/2W 


The components identified by >€ in this manual have been 
carefully factory-selected for each set in order to satisfy 
regulations regarding X-ray radiation. Select the resist- 
ance value according to SAFETY RELATED ADJUST- 
MENT. 
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The 


components 


D 


Remark 


identified by 


shading and mark A\ are critical 


for safety. 


part number specified. 


Replace only with 


KV-2782AEB 
RM-627 


'D | |SWITCHING REGULATOR (F 1) (F2) | 


Ref.No. Part No. 


TH502 
TH551 


Description 


THERMISTOR 


1-806-110-00 THERMISTOR 
1-800-202-XX THERMISTOR S-10K 


HHH KK KKK KKK KKK KKK KK KKK KEKE KEK KKK K ER REE RE EE RRR KER KEKER KERR KEK KR K CN651 


C601 
c602 
C603 
C604 
C605 


C606 
C607 
C608 
C609 
C610 


C611 
C612 
C613 
C617 
C618 


C651 
C652 
C653 
C654 
C655 


C656 
C657 
C658 
C659 
C660 


C661 
C662 
C663 
C664 
C665 


C666 
C667 
C669 
C670 
C671 


C672 
C673 


A\.1-413-181-21 


*1-612-922-12 
*1-612~-986-11 


SWITCHING REGULATOR (TK-08) 


KREKKKKKKEKKRKERKKEKRERKEEKKEER 


F1 BOARD 
F2 BOARD 


2-430-394-01 RUBBER, HEAT SINK 
2-430-395-01 RUBBER, HEAT SINK 
CAPACITOR 
A. 1-161-953-51 CERAMIC 4700PF 
A. 1-161-953-51 CERAMIC 4700PF 
A. 1-161 -953-51 CERAMIC 4700PF 
A. 1-161-808-51 FILM 0.22MF 
A.1-161-808-51 FILM 0. 22MF 
1-130-743-21 CERAMIC 4700PF 
1-130-743-21 CERAMIC 4700PF 
1-125-371-11 ELECT 680MF 
1-123-356-51 ELECT 1OMF 
1-130-814-21 FILM 0. OLMF 
1-102-440-11 CERAMIC 220PF 
1-123-306-51 ELECT 47MF 
A.1-161-953-51 CERAMIC 4700PF 
1-162-168-51 CERAMIC 3300PF 
1-162-168-51 CERAMIC 3300PF 
1-123-575-51 ELECT 100MF 
1-123-575-51 ELECT 1OOMF 
1-123-575-51 ELECT LOOMF 
1-123-343-51 ELECT 33MF 
1-123-309-51 ELECT 330MF 
1-123-358-51 ELECT 33MF 
1-123-308-51 ELECT 220MF 
1-123-349-51 ELECT 1000MF 
1-123-348-51 ELECT 470MF 
1-106-186-12 FILM 390 0PF 
1-106-520-51 FILM 0. 022MF 
1-130-524-51 FILM 4700PF 
1-130-516-51 FILM 0. O1MF 
1-123-345-51 ELECT 100MF 
1-130-480-51 FILM 5600PF 
1-130-508-51 FILM 2200PF 
1-130-528-51 FILM 0.O1MF 
1-102-043-11 CERAMIC 0. O1MF 
1-102-043-11 CERAMIC 0. O1MF 
1-102-043-11 CERAMIC 0. OLMF 
1-102-043-11 CERAMIC 0. O1MF 
1-102-043-11 CERAMIC 0. OIMF 


The components 


identified by 


shading and mark A\ are critical 


for safety. 


Replace only with 


part number specified. 


Remark |Ref.No. Part No. Description 
| CONNECTOR 
CN601 *1-560-453-11 CONNECTOR, MINI 
CN602 *1-560-436-11 CONNECTOR, MINI 
CN603 *1-560-437-11 CONNECTOR, MINI 
*1-560-438-11 CONNECTOR, MINI 
DIODE 
0601 8-719-500-16 DIODE 905SB860 
D602 8-719-107-8381 DIODE 5P4M 
D603 8-719-911-19 DIODE 1SS119 
D604 8-719-302-00 DIODE RU2M 
D605 8-719-100-56 DIODE RDIOE-81 
D606 8~719-981-01 DIODE ERA81-004 
0651 8-719-300-33 DIODE RU3AM 
400V 0652 8-719-302-00 DIODE RU2M 
400V 0653 8-719-302-00 DIODE RU2M 
400V 0654 8-719-815-85 DIODE 151585 
400V 
400V D655 8-719-302-00 DIODE RU2M 
0656 8-719-302-00 DIODE RU2M 
400V D657 + 8-719-200-02 DIODE 10E2 
400V D658 8-719-981-01 DIODE ERA81-004 
400V D659 = 8-719-100-44 DIODE RD7.5E-B2 
50V 
630V 0660 8-719-101-24 DIODE RD39E-B2 
D661 8-719-100-57 DIODE RDILOE-B2 
2KV 0662 8-719-911-19 DIODE 1SS119 
10V 
400V FUSE 
400V 
400V F601 A.1-532-350-11 FUSE, TIME-LAG T4A / 250V 
F602 A.1-532-604-11 FUSE 5A / 126°C 
160V 1-533-170-11 HOLDER, FUSE, F602 
160V 
160V ie: 
35V 
10V IC651 8-759-937-59 [C MB3759 
1C652 8-759-157-40 IC UPC574Jd 
50V 
10V COIL 
35V 
35V L601 A 1-421-622-11 L.F.T 
100V L602 A 1-421-663-11 L.F.T 
L603 1-408-443-11 MICRO INDUCTOR 
50V 1604 1-408-408-11 MICRO INDUCTOR 
50V L651 1-421-465-21 COIL 
50V 
35V L652 = 1-421-465-21 COIL 
50V L653 1-421-465-21 COIL 
L654 1-408-462-11 MICRO INDUCTOR 
50V L655 1-408-454-11 MICRO INDUCTOR 
50V 
500V TRANSISTOR 
500V 
500V Q601 8~-729-802-14 TRANSISTOR 2SC3460 
Q602 8-729-177-32 TRANSISTOR 2SD773 
500V Q651 8-729-177-32 TRANSISTOR 2SD773 
500V Q652 8-729-177 43 TRANSISTOR 2SD774 
Q653  8-729-117-54 TRANSISTOR 2SA1175 
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Remark 
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SWITCHING REGULATOR (F 1) (F2) | 


T651 A. 1-447-878-11 


The components 


TRANSFORMER, MAIN CONVERTER 


identified by 


shading and mark A\ are critical 


for safety. 


Replace only with 


part number specified. 


Ref.No. Part No. Description Remark |Ref.No. Part No. Description Remark 
Q654 8-729-117-54 TRANSISTOR 2SA1175 THERMISTOR 
Q655 8-/29-117-54 TRANSISTOR 2SA1175 
THP601A. 1-800-984-11 THERMISTOR (POSITIVE) 
RESISTOR 
KKK KKK KK KKK KEK KKK KKK KKK KEK KKK KKK KK KKK RR KK KKK EK KKK RK KK KKK KK KK EK 
R601 A. 1-205-623-11 CEMENTED 47 5W OF 
R602 A. 1-205-623-11 CEMENTED 47 5W OF MISCELLANEOUS 
R603 1-246-449-25 CARBON 100 1/4W HERRKKRREKREE 
R604 1-205-750-11 CEMENTED 8.2 5W F : 
R605 1-205-750-11 CEMENTED 8.2 5W F R901 A\ 1-205-675-11 RES, CEMENT WIREWOUND 1 
A\.1-413-181-21 SWITCHING REGULATOR (TK-08) 
R606 1-246-521-25 CARBON 100K 1/4W A.1-451-156-51 DEFLECTION YOKE (SY-105) 
R607 =1-246-521-25 CARBON 100K 1/4W 1-452-032-00 MAGNET, DISK; 10MM 6 
R608 1-246-521-25 CARBON 100K 1/4W 1-452-094-00 MAGNET, ROTATABLE DISK; 15MM p 
R609 =1-246-511-25 CARBON 39K 1/4W 
R610 = 1-205-753-11 CEMENTED 10K 10W OF 1-452-146-21 MAGNET, BMC 
A.1-452-236-11 CRT NECK ASSY (1) 
R611 1-246-461-25 CARBON 330 1/4W A\.1-536-877-11 TERMINAL BOARD ASSY, ANTENNA 
R612 = 1-246-473-25 CARBON 1K 1/4W A\.1-551-427-21 CORD, POWER, EULO PLUG 
R651 = =1-213-132-61 METAL OXIDE 120 1W F 
R652 = 1-205-754-11 CEMENTED 27 10W =F L901 A.1-426-025-12 COIL DE GAUSS 
R653: 1-246-473-25 CARBON 1K 1/4W L902 A.1-426-025-12 COIL DE GAUSS 
RV9O2A. 1-215-066-21 RES ASSY, HIGH-VOLTAGE (FOCUS) 
R654 1-246-481-25 CARBON 2.2K 1/4W RV9O3AL 1-230-212-11 RESISTOR ASSY, HIGH-VOLTA 
R655 1-246-437-25 CARBON 33 1/4W $901 A.1-553-225-12 SWITCH, PUSH 
R656 1-246-461-25 CARBON 330 1/4W 
R657. =: 1-246-490-25 CARBON 501K 1/4W S$P901 1-503-334-11 SPEAKER 
R658 1-206-656-61 METAL OXIDE 470 2W F SP902 1-503-357-11 SPEAKER, CERAMIC TWEETER 
T802 A. 1-439-289-31 TRANSFORMER ASSY, FLYBACK 
R659 1-246-473-25 CARBON 1K 1/4W V901 A.8-738-405-05 CRT (680DB22) 4 
R660 1-246-449-25 CARBON 100 1/4W 
R661 ia2 46-490-25 CARBON 5. 1K 1/4W KKK KKK KKK KKK KKK KKK KKK KKK KEK K KEKE KKK EKER ER KEKRRERERKKKEKKRKRKRK 
R662 1-246-481-25 CARBON 2.2K 1/4W 
R663. =-1-246-529-25 CARBON 220K 1/4W ACCESSORIES AND PACKING MATERIALS 
KKK KKK KKK KK KKK KKK KR KKK KE REK KE KKK 
oe 1-246-505-25 CARBON 22K 1/4W 
R66 1-246-509-25 CARBON 33K 1/4W Part No. Description Remark 
R666 1-246-497-25 CARBON 10K 1/4W 
R667 = 1-246-487-25 CARBON 3.9K 1/4W A-1470-680-A COMMANDER ASSY (RM-627 ) 
R668 1-246-509-25 CARBON 33K 1/4W 1-417-094-00 MIXER, U/V (PAL) 
1-506-409-00 ADAPTOR, CONVERSION 
R669 1-214-783-51 METAL 180K 1/4W 1-508-955-00 PLUG, ANTENNA 
DARG71 A. METAL 1/4W 1-513-382-00 ANTENNA MUTCHING 
R672 = =1-246-529-25 CARBON 220K 1/4W 
R673. = 1-246-478-25 CARBON 1.6K 1/4W 4-337-844-00 BAG, PROTECTION 
R674 =1-246-505-25 CARBON 22K 1/4W 4-371-649-01 CUSHION (UPPER) (ASSY) 
4-371-650-01 CUSHION (LOWER) (ASSY) 
R675 1-246-527-25 CARBON 180K 1/4W 4-371-651-01 BAND 
R676 = 1-246-491-25 CARBON 5.6K 1/4W 4-371-653-01 BOARD, BOTTOM 
R677. —s- 1-212-942-11 FUSE 2.2 1/2W F 
R678 1-206-650-61 METAL OXIDE 270 2W F 4-371-663-01 INDIVIDUAL CARTON 
R679 = 1-246-483-25 CARBON 2.7K 1/4W 4-491-794-01 SCHEMATIC DIAGRAM (B2) 
4-493-922-51 MANUAL, INSTRUCTION 
VARIABLE RESISTOR 
RV651 1-228-656-11 VARIABLE RESISTOR 
TRANSFORMER 
T601 A. 1-447-875-11 TRANSFORMER, CONVERTER 
T602 A.1-421-664-11 TRANSFORMER, CURRENT 
T603 A. 1-437-158-11 TRANSFORMER, DRIVE 


The components identified by >4€ in this manual have been 
carefully factory-selected for each set in order to satisfy 


regulations regarding X-ray radiation. 


Select the resist- 


ance value according to SAFETY RELATED ADJUST- 


MENT. 
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1. SET-UP 


1 Turn the Remote Commander face down, press the tab and 
lift the cover. 

2 Place batteries in the Commander with the polarities in the 
correct directions, as illustrated inside the case. 

3 Replace the cover. 


Notes 

@ Use 2 IEC designation R6 batteries. 

@ In normal operation, batteries will last up to half a year. If 
the set does not operate properly, the batteries might be ex- 
hausted. Replace all with new ones. 

@ To avoid damage from possible battery leakage, remove the 
batteries for extended unused periods. 

@ Be sure that there are no obstructions between the Com- 
mander and the TV. 

@ Operable range is limited. 


Remote control detector 


2. OPERATION 


KV-2782AEB 
RM-627 


Usually the Remote Commander is all that is needed to operate the TV in everyday use. 


Remote Commander RM-627 


Indicator 

Lights when any button on the Commander 
is pressed. If the indicator does not light, 
battery replacement is required. 


0 (muting) button * 


Program number buttons * 
QO (picture) buttons 


@ (color) buttons 


AV button 
Press to select the VTR mode. 


*The functions of these buttons 
are not available on the TV. 


On the TV Standby indicator 


Point the head towards the remote 
control detector. 


© (standby) switch * 
ON button 

Press to turn the TV on. 
SLEEP button * 


DISPLAY button * 

To keep the display of program 
number or “AV” indicator on 

the screen, press this button. 
Press again to remain the display 
on the screen for a few seconds. 


—>-+< (normal) button * 
PROGR (program) scan buttons 


1 (volume) button 


Remote Commander 


TV color 
system selector 


Remote control 
detector 


SLEEP indicator 


Numbers in the illustration show the sequence of operation. 


1 Depress © to turn on the TV. 

2 Check that the TV color system seletor is set to the ap- 
propriate position. See ‘‘Preparations for programming”. 

3 Pointing the head of the Commander towards the remote 
control detector on the set, select the TV program position 
in either of two ways: 

@ Press numerals. 
For O through 9, press the corresponding ones-digit 
numbers. 
For 10 through 19, press ‘1—" for the tens-digit numbers 
and then the numbers for the ones-digit. 
For 20 through 29, press ‘‘2—" and then the numbers for the 
ones-digit. 


Note 

If you do not press a ones-digit button within several 
seconds while selecting more than ten, the previous pro- 
gram position will be recalled. 


@ Press + or — PROGR. 


4 Adjust the volume by pressing + or — <2: + for louder sound 
and — for lower sound. 


To put the TV in the standby mode, press (). The standby in- 
dicator on the TV will light up. When the TV is in the standby 
mode, you can turn on the TV by pressing any of program 
number buttons or ON button. 


To turn off the TV completely, press © on the TV. The TV can- 
not be operated with the Commander. 


To have the TV in the standby mode automatically after one 
hour, press SLEEP. The SLEEP indicator on the TV will remain 
lit for one hour. To release the function, press this button 
again. 


The TV will automatically enter the standby mode within about 
10 minutes after when the broadcast on the channel being 
watched finishes for the day. 


To mute the sound immediately, press 9 . Press it again to 
restore the sound. 


KV-2782AEB 
RM-627 


Ri) [Re 


e@ Readings are taken with a 10 M2/V digital voltmeter. 
No marking: $1 is depressed. 
( ) : no depressed. 


4. PRINTED WIRING BOARDS 
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5. EXPLODED VIEW 


* Items with no part number and no des- 
cription are not stocked because they 


* Items marked " * " are not stocked since 
they are seldom required for routine 


are seldom required for routine service. service. Some delay should be antici- 
pated when ordering these items. 


= 
Pwnrnr <= 


Part No. Description Remark | No. 
A-1470-680-A COMMANDER ASSY (RM-627) 2,—10 5 
X-4371-612-1 CASE (UPPER) ASSY, COMMANDER 3 6 
4-356-344-00 TERMINAL (A), BATTERY 7 
4-362-018-00 PANEL, FRONT, COMMANDER 8 

9 

10 


Part No. 


4-362-022-31 
*1S61'2=98 1 
*1-612-982-11 
4-356-741-00 
4-362-023-00 
4-362-021-00 


KV-2782AEB 
RM-627 


- The construction parts of an assembled 


part are indicated with a collation 


number in the remark column. 


Description 


SHEET, RUBBER 

Rl BOARD 

R2 BOARD 

SCREW, TAPPING (BIND 2x5) 
CASE (LOWER), COMMANDER 
COVER, BATTERY 


Remark 


KV-2782AEB | 
RM-627 


6. ELECTRICAL PARTS LIST 
NOTE: 


Items marked " * " are not stocked since When indicating parts by refer- 
they are seldom required for routine - ence number, please include 
service. Some delay should be antici- the board name. 
pated when ordering these items. 
CAPACITORS RESISTORS 
* MF : uF, PF : yur * All resistors are in ohms 
* F : nonflammable 
Ref.No. Part No. Description Remark 
*]-612-981-11 R1 BOARD 
KREKEKKKKE 
4-362-019-00 TERMINAL (C), BATTERY 
4-362-020-00 TERMINAL (8), BATTERY 
CAPACITOR 
Cl 1-161-271-00 CERAMIC LOOPF 5% 50V 
C2 1-161-271-00 CERAMIC 100PF 5% SOV 
FILTER 


CF1  1-527-476-00 OSCILLATOR, CERAMIC 
ic 


Icl 8-759-600-07 IC M50119P 
TRANSISTOR 


Ql 8-72 9~378-84 TRANSISTOR 2SD788 


FEI KK II KKK KK KK KI TI IR KKK KKK IK KK KKK KIKI KIRK KKK KK KK ER KEKE REK KR KKK 


*1-612-982-11 R2 BOARD 


KRKKKKER 


DIODE 


D2 8-719-107-82 DIODE SE303AY 
D3 8-719-107-82 DIODE SE303AY 


RESISTOR 
R2 1-247-791-00 CARBON 22 5% 1/6W 
R3 1-247-767-00 CARBON 225k 1/6W 
R4 1-247-767-00 CARBON 2.2 5% 1/6W 


D1 8-719-900-23 DIODE GL-2AR1 | 


